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PREFACE. 



No practitioner who wishes to do his best for his 
patients and to promote his own interests can aiFord to 
neglect any means of cHnical investigation which may 
help him to arrive at a correct diagnosis, and offer hints 
as to prognosis and treatment. Pre-eminent among the 
more recent methods of investigation are those which 
are apphed by the bacteriologist ; and it is no exaggera- 
tion to say that in many of the infective diseases a 
diagnosis which is made without a bacterioscopic 
examination is either mere guess-work or can only be 
made so iate that the patient has suiTered unnecessarily 
in health and the practitioner in prestige. In many 
cases, however, the investigation requires a consider- 
able amount of technical skill and access to a well- 
equipped laboratory ; the former may perhaps be pos- 
sessed by the rising generation (for bacteriology is now 
an integral part of the medical curriculum), but it 
would be unfair to expect every medical man to add 
the latter to his already expensive equipage. But in 
many cases the diagnosis can be arrived at by very 
simple means — a few slides, cover -glasses, and stains, 
a good microscope (which ought to be. considered as 
essential as a stethoscope), and a very moderate amount 
of technical skill will often enable the practitioner to 
arrive at correct diagnosis in a very short time. This 
little book is intended in the first instance to show 
exactly when this may be done, and to provide clear, 
succinct, and full descriptions of simple methods which 
may be employed. The descriptions of the operations 
which the practitioner can carry out for himself are 
mostly written in the imperative mood, and are in- 
tended to be referred to constantly and carried out, step 
by step, during the process. They represent the in- 
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VI PREFACE, 

structions which would be given by a teacher when 
watching a beginner making a simple bacteriological 
examination for the first time. 

It cannot be too strongly urged that the practitioner 
should make the examination for himself whenever it is 
possible for him to do so. The report which is sent 
from a public laboratory may often be of very consider- 
able value, but it must be remembered that the bac- 
teriologist can only supply facts, and the inferences 
which may be drawn from those facts will largely 
depend upon a knowledge of the patient's clinical 
history and the method in which the material was 
obtained. The bacteriologist is too often in the posi- 
tion of a detective who has to unravel a mystery from 
observations made by other people, and has no oppor- 
tunity of making investigations for himself. A bacterio- 
logical examination which is made by one person and 
interpreted by another, or which is made on material 
which has passed through more hands than one, loses 
much of its value; and an investigation made on the 
spot may be more valuable than one made by a bac- 
teriologist of far greater experience at a distance. 

The methods which are described in this little book 
are not in all cases the ideal ones, and in some cases 
they are somewhat different from those which are 
generally used, but they are simple and efficient. Of 
course, the simple examinations which are described 
here would frequently be supplemented by more com- 
plicated cultural ones by a trained bacteriologist. 
The methods described here have been taught in 
the post-graduate classes which were initiated some 
two years ago in the University of Birmingham; 
these have already been attended by about a hundred 
practitioners, who have found these methods of great 
assistance to them in their everyday practice. They 
have been selected so as to provide examples of some 
of the more important operations in constant use in 
the bacteriological laboratory. The author takes this 
opportunity of expressing his cordial thanks to Professor 
Leith for his kind suggestions as to the general scope 
of the book. 
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No apology will be made for the numerous repetitions 
which will be found in this book. They are essential 
to its scope, which is to give clear accounts of the 
processes with as little reference to other chapters as 
possible. In the majority of cases each section is 
complete in itself. 

These instructions are followed by information as to 
the interpretation of the results which may be obtained ; 
and this information applies equally whether the medi- 
cal man has made the examination for himself or has 
obtained it ready made from a public laboratory. It too 
commonly happens that practitioners feel themselves 
aggrieved because they get a negative report (as to the 
presence or absence of Widal's reaction) on blood taken 
during the first few days of an illness which turns out to 
be typhoid fever, or are inclined to discredit bacterio- 
logical examinations because diphtheria bacilli are found 
in throats which exhibit no membrane and clear up in a 
few days without serious symptoms. 

In the second place, there are a good many cases in 
which the investigation had better be made in a public 
laboratory. In these the questions, of what to send, 
and how to send it, are fully explained. This a most 
important point. A bacteriologist is not a magician 
who is able to weave a spell if he has a small portion of 
his victim's anatomy to work upon; and the materials 
musi be taken in the proper way if his results are not to 
be useless or even misleading. This is well seen in the 
examination of the blood for bacteria. In many cases the 
blood is drawn in such a manner that it must necessarily 
be contaminated from the skin during the operation 
and is transmitted in vaccine tubes which were almost 
certainly not sterile before being filled. Under such 
circumstances the bacteriologist will probably report 
the presence of streptococci or staphylococci, and the 
practitioner who does not understand the fallacies of 
the examination may be led to make a diagnosis which 
will be disastrous to his own reputation and may be 
injurious to the patient. 

Lastly, it need scarcely be said that this is not 
intended to be a substitute for any one of the numerous 
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excellent works on the science of bacteriology which are 
current at the present time. The practitioner is strongly 
recommended to supplement the very meagre details 
concerning the life-history and pathogenic action of the 
bacteria which are dealt with here by a study of one 
of these textbooks. Muir and Ritchie's admirable 
" Manual of Bacteriology," Crookshank's "Bacteriolc^y 
and Infective Diseases," Hewlett's " Bacteriology," 
Klein's " Micro-oiganisms and Disease," McParland's 
"Textbook upon the Pathogenic Bacteria," or Curtis's 
" Essentials of Practical Bacteriology " are all suitable 
for this purpose, and a perusal of any one of them will 
be both pleasurable and profitable to every medical 
man. 

Several illustrations have been borrowed from sources 
mentioned in the text and for the loan of these the 
author wishes to express his best thanks to the respec- 
tive authors and publishers. His best thanks are also 
due to Messrs. Baird and Tatlock, Swift and Son, 
Zeiss, Leitz, Hawksley, and Hearson, for kindly pro- 
viding illustrations of apparatus made by them. 
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DESCRIPTION OF PLATE I. 

Fig. I. — Diphtheria bacillus (long form) from a young 
culture on blood-serum. Loffler'sblue; x looo, 

Fig. 2. — Diphtheria bacillus (short form) and Hoff- 
mann's bacillus. From young cultures on blood- 
serum. Loffler's blue ; x looo. 

Fig. 3. — Pneumococci in sputum from a case of pneu- 
monia. Stained with dilute carbol fuchsin and 
thoroughly washed ; x 1000. 

Fig, 4, — Anthrax bacilli. The lower portion of the 
field shows bamboo-like chains and spores, and is 
taken from cultures. Methylene blue ; x 1000. 
The portion showing spores is stained with carbol- 
fuchsin, decolorised by brief immersion in methy- 
lated spirit, and counterstained in methylene blue. 

Fig. 5. — Pus showing streptococci. Stained by Gram's 
method, counterstained with eosin ; x 1000. 

Fig. 6. — Pus showing gonococci and staphylococci. 
Stained by Gram's method and counterstained 
with dilute carbol-fuchsin ; x 1000. 
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DESCRIPTION OF PLATE II. 

Fig. I, — Tetanus bacillus, from a culture. Stained 
with dilute carbol-fuchsin ; x looo. 

Fig. 2. — Tubercle bacilli. Stained with carbol-fnchsin 
and decolorised in dilute sulphuric acid ; not 
counterstained ; x looo. 

Fig. 3. — Influenza bacillus in sputum. Some are con- 
tained within a leucocyte. LSffler's blue ; x 1000. 

Fig. 4. — Plague bacilli from a culture. A short chain 
and some coccoid (involution) forms are shown. 
Loffler'sblue; x 1200. 

Fig. 5. — Vibrio of Asiatic cholera. Dilute carbol- 
fuchsin; X 1000. 

Fig. 6. — Small colony of actinomyces, as it appears 
in pus. No clubs are visible. Gram's method ; 
X 600. 
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A HANDBOOK 

BACTERIOLOGICAL DIAGNOSIS 

PRACTITIONERS. 

PART I. 
APPARATUS AND PROCESSES. 

THE BACTERIOLOGICAL MICROSCOPE. 

The essentials which a microscope must possess in 
order to render it available for bacteriological work 
are: — 

I. A firm and rigid stand and stage. 

3, A firm, accurate, and delicate fine adjustment, 

A microscope which possesses these may be made 
available for bacteriological work by the addition of the 
necessary parts, but one that is deficient in these 
respects is useless. 

3. A convex and a fiat mirror. 

4. An Abb6's condenser and iris diaphragm. 

5. Three lenses, a low power (| in, or better, f in.), 
a high power {^ in. or thereabouts), and a r^ in. oil 
immersion. 

If the practitioner already possesses a microscope 

B 
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2 BACTERIOLOGICAL DIAGNOSIS. 

made by a reliable lirm, and in good condition, this 
should be sent to a maker (not necessarily the maker of 
the microscope in question) or to a bacteriologist for an 
opinion as to whether or no it is sufficiently firm and 



Fio. t. — Bacteriological Microscope. 

has a fine adjustment good enough to justify the 
addition of the other parts. If this is the case it-should 
be fitted with an Abb6's condenser and an iris dia- 
phragm; the cost should not exceed 30s. or £"2. But 
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BACTERIOLOGICAL MICROSCOPE. 3 

it is useless to do so unless the stand is sufficiently 
steady to carry an oil immersion lens ; and it is useless 
to think of having an inefficient fine adjustment altered 
for bacteriological use. 

There are now many microscopes which are sold at a 



Fid. 2. — Bacteiiologkal MicroBcope. 

comparatively small price and which will answer every 
purpose. Of these Leitz's 116 stand, with the lenses 
above mentioned, a triple nose-piece (which is so great 
an advantage that it might almost be called an essen- 
tial) and two eye-pieces costs about £1^ and may be 
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4 BACTERIOLOGICAL DIAGNOSIS. 

highly commended. The stand is very firm and strong, 
the fine adjustment delicate, and the lenses altc^etber 
admirable. The only objection to this microscope is 
that it is rather heavy ; this is an advantage for 
laboratory work, but it is a disadvantage for a medical 
man who may have to examine blood, &c., at the 
patient's bedside. Swift & Son manufacture a micro- 



Fio. 3. — Poilable Microscope. 

scope of much the same type at about the same price ; 
it has all the good points of the Leitz microscope and is 
somewhat lighter. The same firm also supplies a 
portable instrument, the cost of which (without lenses) 
is £$. This is very ingeniously made, and will carry an 
oil immersion lens quite well : it is perhaps the most 
suitable stand for a practitioner who may have to do 
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BACTERIOLOGICAL MICROSCOPE. 5 

work at a distance, for it packs into a very small 
compass and is not heavy. 

The cost of a ^ in. oil immersion lens is,* roughly 
speaking, £"5. Beck supplies a good lens for £^, and 
Messrs. Gowlland of Selsey, Sussex, are now making 
one for £2 15s. 6d., of which I have formed a very high 
opinion after having examined a considerable number. 
The same firm also produces a microscope fitted with 



Fio. 4. — Portable Microscope. 

all requisites for bacteriolc^ical work for about £"11, 
and this I believe to be quite efiicient. 

The cost of the other lenses may be put down at 30s. 
or less apiece. Leitz's No. 3 (about $ in.) costs 15$., 
and his No. 6 {about ^ in.) costs 30s. ; these are both 
extremely well adapted for bacteriological work. 

With regard to eye-pieces, it is an advantage to 
have two, a No. 2 and a No. 4. Higher powers may 
be used) but it must be remembered that any increased 
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6 BACTERIOLOGICAL DIAGNOSIS. 

gain in magniiicatioii brought about by the eye-piece is 
attended by a loss of definition. The same applies to 
the increased magnification obtained by pulling out the 
draw- tube. 

The total cost of a microscope may be put down at 
£"15, and for this sum a thoroughly efficient instrument 
can be obtained ; while one that will answer every 
purpose may be bought for decidedly less. The cost of 
adapting a good stand will be about £6 los. or £y (30s. 
or £2 for the substage arrangement and £^ for the lens) 
or less if a cheaper oil immersion lens is obtained. 

It need scarcely be said that there are many ad- 
mirable microscopes other than those mentioned above, 
which have simply been selected as favourable and 
low-priced instruments of English and Continental 
manufacture. Amongst others, the microscopes made 
by Beck, Ross, and Watson are all good, and reasonable 
in price. 



STERILISATION OF APPARATUS, Etc. 

Requisites: — i. A thermometer graduated to 200° C. 

2. A hot air steriliser. 

or A cubical biscuit tin the soldering of which has 
been replaced by brazing. This must be mounted 
upon a tripod stand. 

or A kitchen oven, preferably a gas oven, 

3. A steam steriliser. 

or A large kitchen steamer. This should be deep 
enot^h to contain a litre Bask holding a funnel. 

4. A large Bunsen burner or spirit lamp. 

Bacteria and their spores are ubiquitous, and it is 
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STERILISATION OF APPARATUS. ^ 

necessary to sterilise all vessels and otber apparatus, 
and all culture media before use. The methods which 
are adopted all depend upon the action of heat ; 
chemical antiseptics are rarely used in the bacterio- 
logical laboratory for the sterilisation of apparatus, for 
it would be impossible to remove them completely, and 
the traces which might remain would prevent the 
development of those germs which we wished to 



Pia. 5.— Slot Air Steriliser (simple loim). 

cultivate. Two chief methods are in use, sterilisation 
by dry heat and by steam; we exclude sterilisation by 
steam under pressure as this requires special and 
expensive apparatus. 

Dry heat is used to sterilise all glass vessels (flasks 
Petri dishes, test-tubes, pipettes, &c.,) cotton-wool, and 
metal instruments. The heat must be continued for at 
least an hour and must not fall below 150° C. as indi- 
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8 BACTERIOLOGICAL DIAGNOSIS. 

cated by the thermometer. Another method which is 
less reliable than the use of the thermometer, but which 
may be resorted to in an emergency, is to wrap the ap- 
paratus loosely in cotton-wool and to proceed with the 
heating (allowing the temperature to rise gradually) until 
the outer part of the wool is slightly singed over the 
whole of the exposed surface. 



Fio. 6.— Steriliser. 

The special steriliser which is used in the bacterio- 
logical laboratory consists of a copper or iron oven with 
double walls and perforated metal shelves. There is a 
hole in the top, which is fitted with a perforated cork, 
through which the thermometer passes. The oven is 
mounted on a stand and heated by means of a large 
Bunsen or Fletcher's burner. 
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STERILISATION OF APPARATUS. 9 

An efficient steriliser may be made out of a cubical 
liiscuit box, but it will not stand much usage unless the 
joints are brazed instead of being soldered : this can be 
done by any tinsmith. It is much better to have the 
the bottom of the box replaced by a sheet of copper, 
and a steriliser made in this way will answer every 
purpose and be fairly durable, A circular hole is cut 
through the centre of the lid and fitted with a cork 
bored so as to admit the thermometer, A false bottom 
or a shelf an inch or so from the bottom will keep the 
articles' which are being sterilised from the heated 
surface ; the false bottom may be made from a sheet of 
tin two inches longer in one of the sides than the 
bottom of the box. The extremities of the longer sides 
are to be turned down for a length of an inch, and 
several holes cut in the plate. 

Lastly, the kitchen oven may be pressed into service 
if no other steriliser is at hand in an emergency. The 
apparatus to be sterilised is to be placed on a layer of 
■cotton-wool on one of the shelves, and the temperature 
is observed by means of the thermometer, which should 
be thrust through the little window which permits of 
the regulation of the temperature. Or the heat may be 
continued until the cotton-wool is singed over the whole 
of the exposed surface. This method is very convenient 
for practitioners sending materials to a laboratory for 
bacteriological examination, 

A gas oven is even more convenient, as the tempera- 
ture can be regulated to a nicety. 

All glass apparatus must be thoroughly cleansed and 
■dried before sterilisation. The remaining steps diGTer 
somewhat in the different cases. 

Floiks are plugged lightly with cotton-wool before 
being placed in the steriHser. Bottles may be sterilised 
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lO BACTERIOLOGICAL DIAGNOSIS. 

in the same way and are sometimes requisite for the 
transmission of fluids to a public laboratory for an 
examination which the practitioner is unable to carry 
out at home. They may also be sterilised by boiling. 
Test-tubes are treated in the same way as flasks. Petri 
dishes are wrapped round with tissue-paper or filter 
paper before being sterilised. 

Before removing glass apparatus from the steriliser 
remember to let the temperature fall gradually, or the 
vessels may crack. In the case of a proper steriliser or 
of a biscuit tin heated by a burner the gas is turned out 
and the whole apparatus allowed to cool before the door 
is opened. In the case of a kitchen oven the best plan 
is to let the fire go out, or to open the door very 
gradually. 

Cotton-wool is sterilised by being spread out in thin 
layers on the shelves of the apparatus, and the heat 
is continued until the outside is singed. 

Metal instrununts (knives, scissors, &c.] may be steril- 
ised in the same way and at the same time. They 
should be wrapped loosely in cotton-wool, and should 
not be removed from their wrapping until the moment 
at which they are to be used. 

Steam Is chiefly used for the sterilisation of culture 
media before use, and for the destruction of cultures 
when they are done with. The latter purpose, however, 
is accomplished more speedily and safely by the ad- 
dition of a few drops of commercial formalin to each 
tube. 

The proper steam steriliser consists of a metal 
cylinder with a perforated diaphragm six or eight 
inches from tlie bottom. It is enclosed in a thick layer 
of felt or other non-conductor of heat, and is provided 
with a lid. The space between the bottom and the 
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STERILISATION OF APPARATUS. II 

diaphragm is partly filled with water, which is boiled 
by means of a Bunsen dame or Fletcher burner, the 
apparatus to be sterilised being placed in the chambei 
above so as to be exposed to the steam. 

An ordinary steamer (such as is used for cooking 
potatoes or fish) will answer every purpose. In pto- 



Fm. 7. — Steam Sterilizer. 

curing such a steamer for bacteriol(^ical use it is best 
to choose one that will accommodate a litre flask 
holding a funnel, as it is often a great convenience in 
the filtration of fluids which become solid on cooling to 
carry out the process in an atmosphere of steam. 

Exact details of the way it is used will be given 
subsequently. 
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PREPARATION OF CULTURE MEDIA. 

Bacteria are grown in the same way as other plants. 
A gardener who wishes to grow a plot of a particular 
plant will first prepare a soil suitable for the growth 
of that plant and free it as far as possible of all seeds, 
roots, &c. He will then sow it with the seeds of the 
plant in question and do what he can to expose them 
to a suitable temperature. An exactly similar process 
is adopted when we wish to cultivate the smallest of all 
plants. The soil which we prepare is called the culture 
medium, and differs in the case of different bacteria ; 
the process of freeing this soil from bacteria and their 
spores is called sterilisation and we ensure a suitable 
temperature by means of an incubator, the heat of 
which is kept constant. 

The culture media which are used for special pur- 
poses are almost innumerable, but in the daily routine 
of the laboratory and for diagnostic purposes, broth, 
gelatin, agar-agar, and blood serum are all that are 
really necessary in the vast majority of cases. The 
blood-serum medium is difficult to prepare and can be 
replaced by ascitic agar in some cases. These media 
may all be bought from any Arm of manufacturing 
chemists or from any bacteriological laboratory; and 
their purchase saves a great deal of work and is to be 
recommended for those who only wish to use them 
occasionally. They are sold in test-tubes which are 
kept sterile by being plugged fairly firmly with cotton- 
wool ; this substance prevents the passage of bacteria 
as long as it is kept dry. The tubes are best stored in 
jars provided with tightly fitting lids, and it is an 
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PREPARATION OF CULTURE MEDIA. 13 

advantage to place a shallow layer of a solution of 
perchloride of mercury (or other non-volatile antiseptic) 
in the bottom of each jar to prevent the medium frova 
drying up. It is scarcely necessary to add that not the 
smallest trace of the lotion should be allowed to come 
into contact with the cotton-wool plug of the tubes. 
Or the medium may be kept from drying up by covering 
the tubes with india-rubber caps sold for the pur- 
pose. 

Bkotk is very easily made, and as it is the foundation 
of many other media, the practitioner is strongly advised 
to prepare it for himself. 

Requisites : — i. Liebig's extract of meat. 

2. Peptone. 

3. Common salt. 

4. A dilute solution of sodium carbonate — about i 
per cent., but the exact strength does not matter. 

5. A large Bask, a stirring rod, and a large glass 
funnel. 

6. Test-tubes and cotton-wool plugs. The exact si2e 
of the tubes is unimportant, but 6 in. x J in. is 
convenient. The plugs are best prepared from wool 
which has been previously sterilised by dry heat, and 
should be fairly firm. The tube with the plug in situ 
must be sterilised by dry heat ready for use. 

7. Litmus paper. 

Method. — Take i litre of tap-water in the flask and 
add 5 grammes of Liebig's extract, 10 grammes of 
peptone, and 5 grammes of common salt, and boil until 
all are dissolved. Test the reaction by withdrawing a 
drop of the fluid on the stirring-rod and applying it to a 
piece of litmus paper. You will find that it is slightly 
acid. Now add some of the solution of soda drop by 
drop, testing after each addition, until the reaction of 
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14 BACTERIOLOGICAL DIAGNOSIS. 

the fluid is slightly alkaline.*' Boil the fluid for half an 
hour to coagulate any albumen which may be present. 

Next filter the broth into a sterile flask, passing it 
throi^h a double thickness of white filter or blotting 
paper, and plug the flask firmly with sterilised cotton- 
wool. 

If the broth is to be used for the manufacture of 
gelatin or agar it is next sterilised in the flask, while 
if it is to be used as it is as a culture medium, it is 
decanted into tubes and then sterilised. 

In decanting media into tubes be very careful not to 
get the plug wet and not to let any of the medium 
get on to the upper part of the tube ; otherwise the pli^ 
will stick to the tube, and there will be some danger of 
bacteria from the air "growing through" the fluid 
contained in the interstices of the plug and contami- 
nating the culture. Ordinary non-absorbent (brown) 
wool is better than the white absorbent wool, as it is 
less easily wetted. 

The broth (and other culture medium after being 
melted) may be poured into the tubes in the following 
way, A sterilised funnel is united by a short length 
of india-rubber tubing to a piece of glass tubing drawn 
out to a point : the rubber tube is clipped by a spring 
clip or a pair of pressure forceps. The funnel is now 
mounted on a retort stand, filled with the medium, and 
covered over with a piece of glass. The cotton-wool 
plug is removed from a test-tube and the lattei placed 
so that the glass tube attached to the funnel reaches 
nearly to the bottom. The clip is released and the 

' If during the neutralizing pcocesB too mnch alkali is added, Ibeo 

it is necessary to re-acidify with dilute hydiochloiic acid and re- 
neutralize. The sodium chloride formed taakea no practical iiSer- 
euce in the medium. 
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requisite quastity of broth (enough to fill the tube to 
the depth of an inch and a half or two inches) is 
allowed to run in ; the clip is then re-applied and the 
tube removed and plugged. This process is repeated 
until enough tubes have been filled. 

The tubes and the broth which remains over (after 
having been poured back into the flask and the latter 
plugged with cotton-wool) are now sterilised. The 
vessels are placed in the steam steriliser and exposed to 
steam for half an hour on thru successive days; this 
process is called intermittent sterilisation, and its 
rationale is very simple. The first steaming destroys 
all developed bacteria, and would sterilise the fluid 
entirely if no spores were present. In the interval 
between the first and second sterilisation most of the 
spores which may be present will develop into mature 
bacteria, and these will be killed by the second steam- 
ing. The third sterilisation is to kill off any bacteria 
which may not have developed from spores in the first 
interval. A very similar process is adopted by the 
gardener in freeing soil from weeds ; the application of 
chemical weed -destroyers or a thorough hoeing will 
destroy developed plants but will not injure seeds 
which may be contained in the soil, and these processes 
are repeated, intervals being allowed to permit the 
development of the plants until they reach the stage in 
which they are vulnerable. 

To recapitulate ; mix the ingredients and heat until 
they are dissolved, render slightly alkaline, boil half an 
hour, filter. Then place in sterilised flask or into 
test-tubes and sterilise in the steam steriliser for half an 
hour on three successive days. 

Nutrient gelatin is broth which has been solidified 
by the addition of from ten to fifteen per cent, of gelatin ; 
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the former amount is used in the winter, the latter in 
the summer. For general purposes 12J per cent, may 
be used in all cases. 

The special advantages of gelatin as a culture 
medium are two-fold. In the first place a great many 
organisms grow in or on it in a characteristic way, so 
that a bacteriologist may be able to identify the organ- 
ism by inspection of the culture. This arises partly 
from the fact that some bacteria produce a ferment 
which digests gelatin jqst as pepsin does ; these bac- 
teria " liquefy " the gelatin, and the distinction between 
the bacteria which have and those which have not this 
property is very important for purposes of diagnosis. 
Further, some bacteria liquefy rapidly and others 
slowly, and this is another important point in the 
identification of a germ. 

In the second place, the gelatin medium may be 
melted at a temperature (about 25° C.) at which 
bacteria are not killed. This fact is made use of in the 
isolation of bacteria from a fluid which contains several 
species by the process known as "plating." Suppose, 
for instance, that we find by microscopic examination 
that a specimen of pus contains two different species of 
bacteria (perhaps a bacillus and a coccus) and we wish 
to obtain the two organisms in pure culture so that we 
can ascertain their nature and properties. We take a 
tube of gelatin and melt it by placing it in warm water, 
and then inoculate the medium with a minute quantity 
of the pus.* We then shake it so as to distribute the 
organisms throughout the melted fluid, and then pour 
the latter into a flat dish (Petri's plate) so that the 
gelatin flows out into a thin film and then sets. If 
* Another and prererable plan 19 to inoculate tbe medium first and 
to melt It afterwards. 
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our dilutioD has been properly made we shall have 
separated each organism from its neighbours, and each 
separate germ will grow up into a " colony " which will 
soon be visible to the naked eye. In all probability we 
shall be able to see that these colonies are of t.wo kinds; 
one may liquefy and the other not, one may be coloured 
and the other colourless, one may be round and the 
other angular, &c. Samples of each sort of colony 
are then transplanted to fresh culture tubes and again 
incubated. An example of this process is given on p. 70. 
A slight modification of this process enables us to 
make an estimate of the number of living bacteria 
which is present in a given fluid. To do this we have 
to follow out the above process, adding a definite 
measured quantity of the fluid to the culture tube of 
liquefled gelatin. The number of colonies which de- 
velop is counted, and this gives us the number of 
bacteria in the sample of fluid. For example, if one- 
tenth of a cubic centimetre diffused throughout a tube 
of melted gelatin and poured out into a thin film 
produced twenty colonies, it follows that one cubic 
centimetre of the fluid contained two hundred bacteria. 
This is a brief description of the essentials of the 
method adopted in the quantitative examination of 

Requisites for the manufacture of gelatin : — 

1. Broth. 

2. Gelatin. (Coignet's gold label gelatin is best, but 
any good brand will do). 

3. Dilute solution of sodium carbonate. 

4. Litmus papers. 

5. Flasks, stirring-rod, funnel, and plugged test-tubes 
as for broth. 

Method. — Measure the broth and add to it lai 
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grammes of gelatin for each loo c.c. ; allow to soak 
for an hour or more, and then heat until the gelatin is 
dissolved. Continue the heat and render the medium 
faintly alkaline just as was done in the preparation of 
broth. Now filter through a moistened filter paper. 
To avoid the setting of the gelatin during the filtration 
it is best to use a double jacketted funnel containing hot 
water, but if this is not at band the whole apparatus 
(flask and funnel) may be placed in the steam steriliser 
(the !id being kept off to avoid the drops of condensed 
water which might otherwise fall into the funnel) or in 
a warm (but not hot) oven and left at a temperature of 
about 40° C. until the process is complete. 

The gelatin which is made by the above process is 
sufficiently clear for most purposes. A more sightly 
medium may be made by clarification of the above by 
white of egg. To the medium {after neutralisation but 
before filtration) add the white of one egg for each 250 
or 300 c.c, of fluid and shake thoroughly. Now boil in 
the steamer for half an hour and filter as before. 

Test-tubes are filled with gelatin just in the same 
way as with broth, and the process must be carried out 
quickly to avoid solidification of the medimn. Some 
of the test-tubes are allowed to cool in the vertical 
position, others lying in a sloping position so that the 
upper surface of the gelatin forms an elHpse some three 
inches long. The former tubes are inoculated by 
driving a straight platinum needle charged with the 
material containing the bacteria into the gelatin in the 
axis of the tube ; cultures made in this way are called 
"stab-cultures." The gelatin "slopes" are inoculated 
by drawing the charged needle along the surface of the 
medium, care being taken not to plough it up ; cultures 
made in this way are called " stroke -cultures." 
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Agar is the name given to the dried strips of a 
Japanese sea-weed. It forms a jeliy which differs from 
that containing gelatin in that it melts at a higher 
temperature ; nutrient agar as used in the laboratory 
melts just below the boiling point of water and sets at 
about 40° C. This is an advantage in the cultivation 
of most pathogenic bacteria, for these grow {as a rule) 
best at or near the temperature of the body, the 
temperature to which they are exposed under natural 
circumstances; and at this temperature gelatin would 
melt. Agar is somewhat difficult to prepare unless the 
practitioner has an autoclave, and may be bought with 
advantage. But the following method is not very 
difficult, and, as agar is perhaps the most generally 
useful of all media, should be learnt. 

Requisites: — i. Broth. 

2. Agar-agar. This should be cut up into very small 
pieces with a pair of scissors, or may be bought in 
powder. 

3. Solution of acetic acid. (Glacial acetic acid 2-4 
c.c, water 500 c.c,).. 

4. A large beaker. 

5. Other apparatus and materials as for gelatin. 
Method. — -Weigh out 2 grammes of agar for each 100 

c.c. of broth to be used, and soak it in the dilute acetic 
acid for a quarter of an hour. Now strain off the acid 
and wash the agar in water until a small piece does not 
redden blue litmus paper when pressed upon it. Place 
the broth in a glass beaker and add the agar. Now 
place the beaker upon a piece of wire gauze upon a 
tripod stand, and apply a small Bunsen flame or spirit 
lamp; this must be placed so that the flame impinges 
on a point not far from the side of the beaker. As the 
fluid is heated it will rise and a continual circulation 

C2 
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20 BACTERIOLOGICAL DIAGNOSIS. 

will take place, so that the fragments will not stick to 
the bottom and cause it to crack. When all is dis- 
solved the hot liquid must be carefully neutralised. It 
is then allowed to cool to about 50° C. and the white of 
an egg added for each 500 c.c. of fluid and mixed 
in thoroughly by being stirred with a glass rod. The 
whole is then placed in the steamer for an hour, at the 
end of which time the albumen should be completely 
coagulated. The beaker and its contents are then 
allowed to cool gradually, so that the coagulum {re- 
taining all solid particles) may settle to the bottom 
before coagulation is complete. Perhaps the best 
method of accomplishing this is to place it in the oven 
(taking care that the temperature does not exceed 
100° C.) after the fire has been raked out at night. 
In the morning the mass will be found to have solidified 
and there will be a coagulum at the bottom. The 
beaker is then inverted and the mass "turned out" 
just as a cook turns out a jelly, and the sediment is cut 
off with a sharp knife. This avoids filtration, which is 
very troublesome. 

An alternative method is to filter the melted jelly 
through moistened filter paper or through two thick- 
nesses of butter -muslin. It is necessary to keep fiask 
and funnel in a steamer (the water of which is kept 
boiling vigorously) during the whole process, or the 
jelly will solidify in the outflow tube of the funnel. 

The agar is again melted and placed in test-tubes; 
these are sterilised on three successive days and allowed 
to set in a sloping position. For certain purposes 
glucose, glycerine, &c., are added to the agar. The 
addition should be made to the melted medium just 
before it is poured into the tubes. 

Solidified blood-serum is very difficult to prepare, 
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and is best purchased ready for use from a good 
laboratory. For clinical purposes it is chiefly used in 
the preparation of the diphtheria bacillus, for which, 
however, it may be replaced by the following medium, 
which is more easy to prepare. 
Ascitic agar : — Requisites : — 

1. Clear ascitic, pleuritic, or hydrocele fluid. 

2. A lo per cent, solution of caustic potash. 
3- Glycerine, 

4. Other materials and apparatus as for agar. (Broth 
is not required, its place being taken by the pathological 
exudate). 

Method. — Measure the fluid and add to it 2 c.c. of the 
potash solution for each 100 c.c. used. Mix thoroughly, 
pour a little into a test-tube, and heat. If the fluid 
does not coagulate proceed with ^he manufacture of the 
medium in the manner described below. If it coagu- 
lates add a tittle more potash, mix, and again test. 
The addition of the potash must be repeated until no 
coagulum forms on heating, all the albumen being 
converted into uncoagulable alkali -albumen. 

The remaining steps of the process are the same as 
for ordinary agar, except that the neutralisation is 
omitted and 6 c.c. of glycerine per 100 c.c. of the 
medium is added whilst the agar is being dissolved. 

Potato tubes are in occasional use, and are easy to 
prepare. The process is as follows :— Take large and 
sound potatoes and scrub them thoroughly with a nail- 
brush under the tap. Peel them deeply enough to 
remove the eyes completely. Then cut them into 
cylinders a little less than f in. in diameter (if you are 
using Jin. test tubes) and as long as possible; this is 
best done by means of a cork-borer, but they may be 
shaped by means of a knife if this is not at hand. 
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22 BACTERIOLOGICAL DIAGNOSIS. 

Then cut each cylinder in half by a cut running 
obliquely from end to end; the shape of each half 
should be exactly like that of the medium in a sloped 
gelatin tube. Place the halves in a large vessel of 
tap- water and allow them to soak all night ; it is a good 
plan to use running water if possible. 

After this has been done place each half (base 
downwards) in a test-tube, having previously inserted 
a small mass of absorbent cotton-wool and enough 
water to saturate it. Plug the mouth of the tube with 
cotton-wool and sterilise on three successive days. 



INOCULATION OF CULTURE MEDIA. 

The method in which this is done varies greatly 
according to the end in view, and variations of the 
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process now to be described will he mentioned under 
their appropriate headings. We will suppose that we 
have to examine a specimen of pus, and wish to make 
a stroke- culture of agar and a stab-culture in gelatin. 
The following must be at hand : — 

1 . The pus. 

2. A sloped agar tube and a stab gelatin tube. 
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3. A Bunsen's burner or a spirit lamp with a tall 
flame. 

4. A pair of dissecting forceps. 

5. Platinum needles. Each needle consists of a piece 
of platinum wire about three inches long mounted in 
the axis of a glass rod about six or eight inches in 
length. The wire should be just thick enough not to 
bend too easily. They are easily prepared. The rod 
is selected and the length of platinum wire is held in an 
ordinary pair of forceps. The end of the glass rod is 
held in the flame until quite soft ; the end of the wire is 
then heated to redness, and pushed into the rod to the 
depth of about a quarter of an inch, taking care that it is 



kept in the axis. The whole is allowed to cool and is 
ready for use. 

For some purposes we use needles which terminate 
in a small loop, so that they will retain a drop of fluid. 
These are prepared in the same way as the straight 
needles, the free end of the wire being subsequently 
twisted round a French nail or other suitable object. 

The method is as follows : — 

I. Hold the culture tube you are going to inoculate 
first between the index and middle fingers of the left 
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hand, pointing the mouth of the tube sHghtly down- 
wards (so that no dust shall drop into it) and to the 
right. Tubes of solid media should always be held in 
this position during inoculation ; tubes of liquid media 
are held in a similar way, but of course their mouths 
must point upwards. 

3. Put the projecting portion of the cotton-wool plug 
of the test tube into the flame so as to singe it ; this is 
to destroy any germs which may have been deposited 
upon it from the atmosphere. 

3. Sterilise the points of the forceps by passing them 
slowly through the flame and then use them to remove 
the plug. Place this between the ring and little fingers 
of the left hand and put the forceps down. 

4. Take the platinum needle in the right hand, heat 
the whole of the wire to redness, and pass the lower 
three or four inches of the glass rod slowly through the 
flame. Remember that every portion of the needle 
which goes inside the tube must be sterilised in the 
flame. Allow the needle to cool; you should have 
found out how long this will take by a previous 
experiment. 

5. Dip the tip of the needle into the pus ; pass it into 
the tube until it reaches nearly to the bottom of the 
tube (now uppermost) and allow to rest upon the 
sloping surface of the medium; now withdraw it gently, 
allowing the tip of the wire to trail gently along the 
whole length of the sloped surface. Do not touch the 
medium with the glass shoulder of the needle. 

6. Sterilise the needle as before. This step must 
never be forgotten. 

7. Take the cotton-wool plug in the forceps, put it in 
the flame, and singe all parts of its surface. Then plug 
the tube while the wool is still burning. Label it. 
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To make a stab culture take the other gelatin tube 
and proceed as before until you get to step 5. When 
you have passed the needle into the tube drive it steadily 
into the medium, taking care not to deviate from the 
axis of the tube. Finish the process as before. 

All this may seem involved. As a matter of fact it is 
very simple and need not take more than a minute to 
perform. But every step must be carried out, and the 
whole process must be learnt so thoroughly that it is 
performed automatically whenever a culture is made. 



INCUBATION OF CULTURES. 

The limits between which bacteria can live are very 
wide ; some grow best at one temperature, others at 
another, the limits for the great majority of organisms 
being about 16° C. and 40° C. In practice two tem- 
peratures are all that is used for ordinary work. The 
lower, or so-called " room temperature " is about 20° C. 
(68° F.) and is of most use for those bacteria which 
grow naturally outside the body, i.e., as saprophytes. 
The higher, or body temperature, is about 37° C. 
{98'6° F.), and is the best temperature for the majority 
of germs which live within the body, i.e., the parasites. 
It is obvious that gelatin cannot be incubated at this 
high temperature as it melts at 25° C. or thereabouts ; 
but all other media are available. 

The term " room temperature " must not mislead the 
practitioner, for the temperature of most rooms is 
rarely constant at or near 20° C. for periods suiEciently 
long to permit of its use for incubating bacteria. In 
the laboratory we use an incubator, the temperature of 
which is regulated by means of an automatic regulator, 
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and remains constant for long periods whatever l>e the 
external temperature. It is hardly necessary for the 
practitioner to purchase one of these. Careful search 
in the house will usually reveal some cupboard or 



Fig. lo.— Incubator. 

corner in which the temperature will remain sufficiently 
near 20° C. for a sufficiently long period ; it is more 
important that it should not rise above 22° C. than that 
it should not fall below 18' C, as the former tempera- 
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ture may melt the gelatin, while the latter will only 
delay the growth of the colonies. It will probably be 
necessary to find One such place in the hot weather 
(e.g., the cellar) and another one in the winter {e-g., a 
cupboard not far from the hot-water pipfes). 

It is necessary that cultures which are being incuba- 
ted should be kept in the dark, as light is inimical to the 
development of nearly all bacteria. 

Incubation at the Iwdy temperature presents more 
difBcuhy. An incubator is almost essential when much 
work has to be done, and of these Hearson's is by far 
the best. The smallest size costs about £6 10s. and 
is a thoroughly reliable and durable affair. Cheaper 
instruments are also procurable ; the Edinburgh in- 
cubator (Alex. Frazer, 22, Teviot Place, Edinburgh) 
costs about £^ 10s. complete. Foreign incubators can 
be obtained at an even lower price, but are not very 
durable. 

Much can be done without the use of so expensive an 
apparatus if the practitioner can find a room in which 
the temperature keeps approximately constant through- 
out the twenty-four hours. A tin biscuit box (or any 
other metal box) is covered with cotton-wool on the top 
and sides, the bottom being left bare, and mounted on a 
tripod stand. It is heated by means of an ordinary 
night-light (two may be necessary if the weather is cold) 
shielded from draughts by means of a wide lamp- 
chimney or a tin cylinder made out of an ordinary 
canister. The temperature is observed by means of a 
thermometer projecting through a hole in the lid, 
and the night-light raised or lowered until the 
temperature reaches the desired figure. The whole 
apparatus should be placed on a metal tray containing 
a small quantity of water and put in the middle of the 
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floor and away from any inflammable materials. This 
will be found to answer admirably and can easily be 
fitted up in an emergency. 

It would be better to use a tin box specially made for 
the purpose and having a door at the side and a per- 
forated false bottom so that the culture tubes do not 
rest directly on the metal exposed to the flame. This 
latter had best be jnade of copper, 

If the practitioner is fortunate enough to possess a 
conservatory which is kept at a temperature approxi- 
mating to that of the body, this will serve admirably. 
The culture tubes must be kept in a box which will 
exclude light. 

In the absence of this a cupboard near the kitchen 
fire or the hot water cistern may be found that will 
answer the purpose ; a thermometer should be placed 
in it and examined from time to time throughout the 
day, and if the temperature does not fall below 30° nor 
rise above 40° it will serve at a pinch, though a tem- 
perature which is more constant near 37° is desirable. 
It has to be remembered that we are not now speaking 
of the incubation of cultures for purposes of research ; 
we are dealing with methods of cultivation which are 
necessary for diagnostic purposes, and for these it is 
usually sufiicient if the temperature remains nearly 
constant at the proper point for some eighteen hours. 

The author once succeeded in making a diagnosis in 
a case of supposed diphtheria by the following method. 
The tube of medium was inoculated from the throat 
and placed in a jam pot which was partly filled with 
water at 37° C. ; a thermometer was also inserted and 
the whole placed near the fire. It was watched from 
time to time and moved near the fire if the temperature 
showed signs of falling, and vice versa. Next morning 
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there was an excellent growth and the diagnosis was 
made with certainty. 

Lastly, the author has heard of a practitioner who 
was in the habit of incubating cultures at the body 
temperature by carrying them in an inner pocket during 
the day and taking them to bed with him at night ! 



METHOD OF EXAMINING CULTURES. 

Requisites. — i. Clean slides and cover-glasses. (These 
must be the thinnest in ordinary use, i.e., No. i), 

2. A platinum needle. (Straight or loop). 

3. A Bunsen's burner or a spirit lamp with a tall 

4. The stain to be employed (see p. 37). 

5. Canada balsam dissolved in xylol. This should 
be bought ready for use. 

6. A pair of dissecting forceps, 

7. Strips of white blotting- or filter-paper. 

Process. ^1. Sterilise the needle and place a small drop 
of water (preferably distilled) in the centre of a clean 
slide. 

The disadvantage of using tap-water arises from the 
fact that it leaves a deposit of salts when it has dried, 
and these salts make the film " dirty." The amount of 
distilled water required is very small, and sufficient can 
be obtained by holding a cold tumbler or saucer in the 
steam from a kettle. 

2. Take the culture-tube in the left hand between the 
index and middle fingers with its mouth directed to the 
right and (in the case of a culture on a solid medium) 
slightly downward. 
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3. Burn the surface of the plug in the flame. Remove 
the plug with the forceps (previously sterilised by being 
passed slowly through the ilame) and place it between 
the ring and little fingers of the left hand. Lay the 
forceps down. 

In cases where you are examining the culture for 
diagnostic purposes only, and do not care if it becomes 
contaminated during the process, it is unnecessary to 
take these precautions. The cot ton -wool plug may 
then be removed with the fingers and laid down on the 
table. As a matter of fact very few cultures do become 
contaminated even if no precautions are taken. 

4. Sterilise the needle in the flame and allow it to 
cool. 

5. Now introduce the needle into the tube and take 
up a small portion of the growth, taking care not to 
scrape up the surface of the medium as you do so. 
Most beginners fall into the mistake of taking up far 
too much of the growth, and preparing a film which is 
spread so thickly that the individual bacteria cannot 
be distinguished. 

6. Take the plug up in the forceps, burn its surface 
in the flame, re-plug the tube and lay it down. 

7. Stir the droplet of water which has been deposited 
on the slide with the tip of the needle so that the bac- 
teria which it carries are mixed with the water. Now 
spread out the emulsion thus produced so as to form a 
patch about half an inch in diameter. If it does not 
spread out uniformly it is a sign that the slide is not 
clean. 

8. Sterilise your needle. 

9. Allow the film to dry spontaneously. If you have 
spread it out sufficiently this wilt take a very short time. 

10. Fix the film by passing the sHde slowly through 
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the flame once or twice. This coagulates the albumen 
present and the bacteria are now fixed down so firmly 
that they will not be removed by subsequent washing. 
The exact amount of heat which should he used cannot 
be stated, as it varies according to the thickness of the 
slide, &c., and can only be determined by practice. It 
may be estimated roughly by pressing the finger upon 
the upper surface of the slide close to the film, but not 
touching it. The shde should be just uncomfortably 
warm to the finger, but not hot enough to burn it. 

11. Filter a few drops of the stain on to the surface 
of the film and allow it to act for the requisite time. 
Hxact details will be given in each case. 

12. Next wash the slide under the tap, blot it with 
clean white filter paper, taking care to avoid rubbing, 
and heat it gently over the flame until absolutely dry. 

13. Place a drop of balsam on the film and apply a 
clean dry cover-glass. 

The preparation is now ready for examination. 

This also is a process which sounds more complicated 
than it really is. The steps are readily learnt, and the 
whole process (excluding the time spent in staining, 
which may be long or short), does not take more than 
two or three minutes. 

Most bacteriologists make their films on cover-glasses 
and not on slides. The steps are just the same, except 
that the cover -glasses, being much thinner, naturally 
requite much less heating to fix the film ; they are 
passed rapidly through the flame three times. It is a 
great advantage to use Comet's forceps in working with 
cover-glasses. These forceps are self- retaining, and 
hold the cover-glass in a horizontal position so that 
stains can be poured upon them whilst the forceps are 
resting on the table. But the staining can be carried 
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out equally well in a watch-glass, and the cover-glass 
may be held in dissecting forceps. 

It is far easier and more satisfactory in every way to 
make the films on the slides. Beginners will find that 
they will break large numbers of cover-glasses (which 
must be thin), drop more on the floor, and will be in 
constant doubt as to which is the film side. With 
slides these difficulties do not occur, and the use of 
forceps is quite unnecessary. 



Fio. II. — Cornet's ForcepB. 



GRAM'S METHOD OF STAINING. 

The method of staining described above is available 
for all organisms, and therein consists its advantage. 
But other things than bacteria are stained ; pus-cells, 
fragments of tissue, debris, &c., will all be coloured, 
and may obscure, or even be mistaken for, bacteria. 
Gram's method possesses the enormous advantage that 
by its use the bacteria are coloured, while other struc- 
tures (with the exception of particles of keratin and 
dividing nuclei) are not. Hence in a film stained in 
such a way the bacteria are very distinct. 

Gram's method possesses another advantage. It is 
a selective stain. Some bacteria retain the stain, whilst 
others do not, and this fact is of great value in dia- 
gnosis. The diphtheria bacillus, for instance, stains 
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when treated in the way we shall describe, and if an 
organism which presents the character of that bacillus 
does not stain by the process it must be of some other 
species. We shall append a table of the most impor- 
tant pathogenic bacteria which stain and which do not 
stain in this way. 

Requisites. — i. Aniline gentian violet, or carbol -gentian 
violet (see p. 38). 

2. Gram's iodine solution (see p. 39). 

3. Absolute alcohol or methylated Spirit. 

Process. — i. Spread, dry, and fix the film in the way 
described above. Stain for two or three minutes in the 
aniline gentian violet or carbol -gentian violet. 

2. Rinse in water to remove excess of stain and flood 
vrith the iodine solution, and allow the letter to act for a 
minute. 

3. Wash off the iodine solution with alcohol, and 
continue the application of the latter until no more 
colour comes away. It is best to pour a little alcohol 
on the slide and rock the latter from side to side for a 
minute or so, then to pour off the alcohol and add a 
fresh supply, and continue this until the alcohol comes 
off colourless. 

Dry and mount as before. 

The following important bacteria s(ii»« by Gram's 
method : — 

Staphylococci. 

Streptococci. 

Pneumococci. 

In fact all important pathogenic cocci except the 
coccus of Malta fever and certain diplococci enumerated 
below : — 

The bacillus of anthrax. 
,, „ diphtheria. 

D 
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The bacillus of tetanus. 

,, „ tuberculosis. 

„ „ leprosy. 

The actinomycosis fungus. 

The following important pathogenic bacteria do not 
stain by Gram's method : — 
The gonococcus. 

Diplococcus intra eel lularis meningitidis (Weich- 
selbaum). 
Still's diplococcus of posterior meningitis. 
The pneumo -bacillus. 
The bacilli coli communis. 
The bacillus of glanders. 

„ „ typhoid fever. 

„ „ influenza. 

„ „ plague. 

„ „ soft sore. 

The vibrio of Asiatic cholera. 



EXAMINATION OF FILMS. USE OF MICRO- 
SCOPE. 

Daylight is the best illuminant for microscopic work, 
and the light reflected from a white cloud opposite the 
sun is best of all. Direct sunlight is useless, but the 
hght obtained from a ground glass window on which 
the sun is shining is very good. 

For work at night the light from an incandescent gas- 
burner at a distance of two or three feet is excellent, 
but an ordinary paraffin lamp will answer quite well. 

Having arranged for a suitable source of l^ht turn 
the flat mirror uppermost and move it about until 
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a beam of light is thrown on to the condenser. 
Remember :— 

In examining stained specimens use a large diaphragm. 

In examining unstained objects use a small diaphragm. 

You are now about to examine a stained specimen. 
Place the slide on the stage, putting the stained film in 
the centre of the aperture, and turn on the low power. 
Look down the eye-piece and move the mirror about 
until the field is brilliantly illuminated. Focus the 
microscope (using the coarse adjustment) until the 
image is clearly defined. Now move the slide about 
until there is a deeply stained area in the centre of the 
field. This area will not necessarily be the best for 
examination with a higher power, but it will serve to 
catch the eye when focussing the lenses which focus at 
a short distance from the object. 

Now turn on the high power (the J in.). Remember 
that the " working distance " of all lenses is necessarily 
less than their focal distance, and that a ^ in. lens 
focusses at a distance from the object which is decidedly 
less than one-sixth of an inch ; so also with the other 
powers. Lower the lens until it almost touches the 
object and screw up the sub-stage condenser as high as 
it will go. Look down the microscope and focus 
slightly upwards, using the coarse adjustment, until you 
catch a glimpse of colour ; then focus very slowly until 
the object is sharply defined. 

After a little practice you will be able to focus down- 
wards on to the film, keeping a sharp look out for the 
first appearance of colour, but for beginners the fore- 
going method is easier and safer. 

Study the object with the high power, and move it 
about until you find an area where the bacteria are 
neither too thickly nor too thinly spread and are well 
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stained. Make out as much of their appearance as you 
are able to do with this power. Very much can be 
done ; tubercle bacilli, gonococci, and many other bac- 
teria may be recognised with this power, and the 
peculiar arrangement of diphtheria bacilli can be seen. 

Apply the clips to keep the slide in place. 

Now raise the tube of the microscope for a short 
distance, using the coarse adjustment, and place a 
small drop of cedar oil on the centre of the cover-glass. 
Lower the tube (using the coarse adjustment) until the 
nozzle of the lens touches the drop of oil ; then put your 
head on a level with the stage and continue to focus 
downwards, going very carefully, until the lens almost 
touches the cover-glass. Next look down the micro- 
scope and focus upwards, using the fine adjustment, 
until you begin to see colour ; then go more slowly until 
the film is well defined. 

Beginners are Strongly urged to adopt this method of 
focussing an oil immersion lens until they have acquired 
a considerable amount of practice. It takes a little 
time, but this is well repaid by the absence of all 
danger or injury to lens and cover-glass. After a time 
you may lower the lens until it touches the oil and then 
look down the microscope and continue to lower it with 
the fine adjustment. 

After use, wipe the firont of the immersion lens with a 
soft silk handkerchief kept specially for the purpose, 
and put the microscope back into its case. If oil or 
balsam should get dried on the lens wipe it with a 
handkerchief just moistened with xylol or pure turpen- 
tine and then wipe quickly with a dry handkerchief. 
Never dip the point of a lens into xylol or alcohol. 
Never remove the front combination of an oil immersion 
lens for cleaning or any other purpose. 
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The following staios are all that is really necessary 
for tlie vast majority of purposes : — methylene blue, 
basic fuchsin, gentian violet, thionin, and water-soiuble 
eosin. Bismarck brown may also be obtained. Ten 
grammes will last the practitioner for a long time, and 
this amount costs from yd. to is. They should be of 
Grubler's make, and can be obtained from R. Kanthack, 
Berners St., W. ; Messrs. Baird and Tatiock, Hatton 
Garden and Renfrew St., Glasgow ; A. Frazer, Teviot 
Place, Edinburgh ; and from Messrs. Southall or Philip 
Harris, Birmingham, Other firms will also supply 
stains, but Grabler's should always be specified. 

They are conveniently kept in a saturated solution of 
absolute alcohol. The following formulae are the most 
useful: — 

1. A saturated waUry solution of methylene blue. — ^This 
does not keep very well, and a fresh amount should be 
prepared after a month. It is mostly used for staining 
blood-films. Lflffler's blue will serve every purpose in 
bacteriological work. 

2. Ldper's methylene blue is prepared by adding 30 c.c. 
of saturated solution of methylene blue (alcoholic) to 
100 c.c. of a I in 10,000 solution of caustic potash. 

The potash solution is prepared thus : — Take i c.c. of 
a 10 per cent, solution of caustic potash and make up to 
100 c.c. with water ; shake thoroughly and pour away 
90 c.c; make up to looc.c. with water, and again shake. 
A sufficiently close approximation is made by adding i 
minim of the 10 per cent, solution to 3 oz. of water. 

This stain keeps fairly well. 
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3. Carbol'fuchsin is made by adding a saturated al- 
coholic solution of fuchsin to carbolic acid lotion (i in 
20) until the fluid has lost its transparency. This 
keeps well. 

4. The above stain diluted with four or five times its 
volume of water. Label " dilute carbol-fitchsin." 

5. A niline gentian violet, which is prepared as follows : — 
First prepare aniline oil water by shaking water 

(preferably distilled) with more aniline oil than it will 
dissolve ; a milky emulsion will result, and this must 
be allowed to settle for a short time. |Then filter it 
through a double thickness of filter paper which has 
been previously moistened with water. 

To g parts of the solution thus obtained add i part of 
saturated solution of gentian violet. 

This solution keeps badly, and it is of great import- 
ance that it should be freshly prepared, as very 
important inferences are drawn from results obtained 
with it. The following keeps better, and answei^s every 
purpose. 

Carbolic gentian violet. — (A substitute for aniline gen- 
tian violet). 

Add I part of saturated atcohoUc solution of gentian 
violet to 9 parts of a i in 20 carbolic lotion. 

6. Carbol-thionin is made by adding 1 gramme of 
thionin to 100 c.c. of a i in 40 solution of carbolic 
acid. ■ 

This stain keeps fairly well, but it must always be 
filtered immediately before use, as crystals which may 
have a most delusive resemblance to long slender bacilli 
are frequently deposited in it. A similar formation of 
crystals also occurs if the stain be allowed to dry on the 
slide. 

7. Eosin is used in a 4 or 5 per cent, watery soliition. 
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This keeps well. Red ink (slightly diluted) will answer 
most purposes. 

Stains shduld be filtered before use. Where .much 
.Work is to be done it is convenient to keep them in 
bottles which are closed with a perforated cork through 
which ,a small glass funnel is placed. A filter paper is 
kept permanently in this funnel, and the stain is filtered 
directly on to the slide or cover-glass. 

Gram's iodine solution may be mentioned here, though 
it is riot a stain. It consists of a solution of iodine i 
part, iodide of potassium 2 parts, water 300 parts. 
It keeps indefinitely. 



CLEANING SLIDES AND COVER-GLASSES. 

Slides and cover-glasses must be absolutely clean 
■when used in the bacteriological laboratory ; it is 
especially necessary that they should be free from the 
slightest trace of grease, for this will prevent' fluid from 
spreading out into a thin and uniform film. 

Slides are best cleansed by dropping them one at a 
time into strong nitric or sulphuric acid, and allowing 
them to soak for an hour or more. They are then 
washed in running water for another hour, soaked in 
strong ammonia for an hour, and kept in alcohol. As 
methylated spirit is not so good for this purpose the use 
of alcohol is rather expensive ; but it is not absolutely 
necessary, and the slides may be stored in a solution of 
ammonia {about i in 10) until required. When about 
to be used they are to be wiped dry with an old linen 
handkerchief kept specially for the purpose. This 
handkerchief should be as old as possible, and should 
hav^ been washed until it has begun to fall to pieces. 
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When DO properly cleaned slides are at hand the 
following method may be adopted, thoi^h it is not so 
good. Dip the end of a clean handerchief in strong 
spirit (absolute or rectified) and wipe the slide with it, 
using a considerable amount of friction. Now dry it 
with the special handkerchief mentioned above, heat it 
thoroughly in a smokeless fiame, and allow to cool 
completely. Spread the film on the surface which was 
exposed directly to the flame. 

Cover-glasses are cleaned in the method advised for 
slides, and should be stored in stroi^ alcohol smeUing 
strongly of ammonia. They are wiped with the special 
handkerchief immediately before use. 

When cover -glasses are to be used for covering films 
spread upon slides (as is generally the case if the 
method recommended in this book is adopted) it is 
quite sufficient to wipe them carefully with a clean 
handkerchief moistened with spirit and then to dry 
them. 

After slides or cover-glasses have been cleaned the 
utmost care must be taken that they do not come in 
contact with the skin, or a thin film of grease will be 
deposited upon them. 



PIPETTES. 

Glass pipettes for the collection of pathological fluid 
for bacteriological examination are in daily use in the 
laboratory, and are very necessary for practitioners who 
wish to send fluids for examination. They are readily 
made from a piece of quill glass tubing, and a few 
should always be kept in stock against emergencies. 
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The pipette consists of a bulb about half an inch long, 
each end of which is drawn out into a narrow tube 
at least six inches long, tapering gradually to the 
extremities (fig. 13, a). To make such a pipette take a 
piece of glass tubing about six inches long and a quarter 
of an inch wide, and heat it in a luminous gas flame at a 
point half an inch or so from the centre. Continue the 
heat until the glass is thoroughly softened over at least 
half an inch of its length, turning the tube round all the 
time ; then remove it from the flame and draw the two 
ends apart vrith a steady uniform pull, so that the 
heated portion draws out into a capillary tube several 



FlQ. II. — Pipettea. 

inches in length. Repeat the process at a point about 
half an inch irom the tapering end of the larger por- 
tion of the tube ; heat the bulb and then seal off both 
ends of the capillary portion before the bulb cools. 

The pipettes are necessarily sterile, having been 
drawn out of partially melted glass, and they will 
remain Sterile indefinitely. Of course the exterior of 
the glass will become contaminated, and it should be 
passed through the flame before use. 

The ends of the tube being sealed up while the bulb 
contains heated air, it follows that the bulb will contain 
a partial vacuum on cooling. This fact is made use of 
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in the collection of specimens. Siippose, forinstance, 
we wish to take some blood from a heart at a post- 
mortem examination for investigation at a distance. 
A point on the surface of the heart is first seared with 
a hot iron to destroy any germs which might be present, 
and the end of the pipette (still sealed) is thrust through 
into one of the cavities. It is then broken off by dex- 
terous pressure against the heart-wall, and the pipette 
will fill slowly with the blood. Another method is to 
break off the tip of the pipette and to warm the bulb 
before making the puncture. The fluid will rise as the 
bulb cools ; or both ends may be broken up and the fluid 
drawn into the bulb by gentle suction. 

Under any circumstances both ends of the pipette 
must be sealed up in a flame (the flame of a wax match 
will answer at a pinch) and the tube labelled. 

Another variety of pipette which is much used for the 
transmission of blood, for the purpose of testing the 
serum reaction for typhoid fever, is drawn out to a 
point at one end only, the other being left wide and 
separated from the bulb by a constriction (fig. 12 b). 
The open end should be loosely plugged with cotton- 
wool, and serves as a mouthpiece. The manufacture of 
these pipettes presents a little difficulty, but a small 
amount of practice will enable the practitioner to turn 
out a perfectly serviceable one on occasion. These 
pipettes are not so suitable as the others for the trans- 
mission of fluids for cultural examination or injection 
into animals. 
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DIPHTHERIA. 



PART II. 
DIAGHfOSIfi OF CBRTAinr DISEASES. 



DIPHTHERIA. 

Diphtheria is a local disease with general symptoms. 
The local symptoms are due to the local action of the 
bacillus which causes the disease, while the general 
symptoms are due to the toxin or poison which they 
produce and which is carried in the blood-stream to the 
braiu, heart and other organs. Now the local symptoms 
are comparatively unimportant, and it is to the general 
symptoms caused by the toxin that diphtheria owes the 
greater part of its high mortality. Diphtheria antitoxin 
neutralises this toxin (much in the same way as an 
alkali neutralises an acid) and prevents it from harming 
the vital structures; but it does not repair the harm 
that the toxin has done. It is obvious, therefore, that 
we must not make our diagnosis of diphtheria from the 
general symptoms if the antitoxin treatment is to do 
any good.. The diagnosis is to be made from the local 
symptoms, and this is what we can rarely do by ordin- 
ary clinical methcHds at a stage sufficiently early to get 
the full value of the antitoxin treatment. 

The practitioner has a choice of two methods. He 
may inject all patients who suffer from sore throats 
which present the slightest resemblance to those seen in 
diphtheria, or he may employ bacteriological methods 
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of diagnosis. The former method may be applicable in 
an epidemic of diphtheria, but suspicious throats are 
common and antitoxin expensive. In most cases it is 
necessary to have recourse to the second method. 

Most sanitary authorities have now recog;nised that 
it is their duty and privilege to provide for the bac- 
terial investigation of supposed diphtheria free of charge 
to doctor and patient, and supply outfits to be used for 
taking the material and transmitting it to the labora- 
tory. When the practitioner lives within easy reach of 
the laboratory (so that the swabs may reach it quickly) 
it is his bounden duty to avail himself of the oppor- 
tunity thus afforded of getting a free opinion from a 
specialist. 

But the case of a practitioner living at a distance is 
somewhat diflerent. Suppose the patient is seen on the 
first day of the illness, an unusual occurrence except in 
an epidemic. The swab is taken, dispatched by post, 
and reaches the laboratory on the second day. It is 
inoculated, and the culture is incubated and examined 
on the third day, the result reaching the practitioner 
about noon on that day. Now the mortality of diph- 
theria which is treated with antitoxin on the first day 
is very small, certainly less than five per cent., while 
the mortality in cases in which its use is not com- 
menced until the third day is much higher, probably 
from ten to fifteen per cent., or even higher. In other 
words, from 5 to lo patients out of every 100 lose their 
lives if the doctor waits for the result of the bacterio- 
logical examination. It is therefore highly advisable 
that every practitioner should provide himself with a 
bacteriological microscope, and should at least examine 
a film prepared directly from the swab, and stained in 
r described below. He should also make 



-.Google 



DIPHTHERIA. 45 

cultures or send a swab to the laboratory for examina- 
tion. 

Swabs and outfits are provided by the laboratory 
where the examination is made, or can be bought 
from most manufacturing chemists and instrument 
makers. A swab consists of a steel or copper 
(aluminium would be better) wire, the extremity of 
which is covered drumstick fashion with a tightly 
fitting roll of cotton-wool. The other end is pushed 
through a cork, and the whole is contained in a stout 
glass tube. It is sterilised before use. These swabs 
may be readily made at home. A test-tube is fitted 
with a good cork through which is passed a stout steel 
knitting needle. This should be long enough to pass 
nearly to the bottom of the tube when the cork is in 
place, and the end which is to be outside the tube 
should be cut off short. The other must be roughened 
by a few strokes of a file. A small piece of cotton-wool 
(unmedicated) is then held between the thumb and 
finger of the left hand, transfixed with the roughened 
end of the wire, and twisted round it. The swab is 
now placed loosely in the tube and sterilised by dry 
heat (see ante, p. 7). It is allowed to cool in the 
sterihser, and the cork is pushed home into the tube as 
soon as it is cold enough to handle. These swabs' will 
keep indefinitely, and a stock of them should always be 
kept at hand. After use the cotton-wool should be 
burnt oif in a Bunsen's burner or spirit lamp, and 
another piece applied and the whole re -sterilised. 

If a practitioner should see a supposed case of diph- 
theria when he is unprovided with a swab he can 
readily extemporise one which will answer sufficiently 
well out of some cotton-wool (non-medicated), a wooden 
skewer or pen-holder, and a glass phial. The wool is 
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wrapped round the tip of the skewer, and (after the 
swab has been taken) the latter is placed in the phial in 
such a position that the cotton-wool does not touch the 
glass ; the place between the skewer and the neck of 
the bottle is plugged with cotton. wool. It is not abso- 
luUly necessary to sterilise the swab, although it is a very 
great advantage to do so if time permits. 

The method of taking the swab is of great importance, 
and must be carried out in full detail. It is necessary 
that the patient should not have had an antiseptic 
gargle or application for at hast two hours previously. 
It is also advisable to allow him to drink some beef 
tea or boiled water [not milk, for this may contain cer- 
tain bacilli which closely resemble those of diphtheria) 
immediately before the process. This will serve to 
cleanse the parts. 

Requisites. — I. A good light. 

2. The swab in its tube. 

3. A tongue depressor. The form which is hinged so 
as to bend at a right angle is most convenient. 

4. A vessel containing antiseptic lotion or boiling 
water. 

Method. — I. Place the patient so as to face the light. 
If a small child he should be held on his nurse's lap. 

2. Loosen the cork in the tube so that the swab may 
be withdrawn with one hand and place it at a con- 
venient spot on your right side. 

3. Get the patient to open his mouth, insert the 
tongue depressor (held in the left hand) and get a clear 
view of the area chiefly affected. Do not proceed with 
the process (if it can be avoided) until you have done 
this. 

4. Take the cork between the finger and thumb of 
the right hand and pass the swab into the patient's 
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mouth, taking great care not to touch his lips, tongue, 
or palate. Press it firmly against the area which you 
wish to examine and rotate it between the finger and 
thumb so as to remove some of the secretion, and, if 
possible, some of the membrane. Withdraw the swab, 
again taking care not to touch any part of the mouth, 
and replace it in the tube, 

5. Withdraw the tongue depressor and place it in the 
antiseptic lotion or boiling water. 

6. Push the cork home into the tube. 
Method of examining the swab. 

This may be carried out by means of stained films 
prepared directly from the swabs, or by means of cul- 
tures. The former method is less useful that the latter, 
but we shall consider it first, as it can be performed by 
anyone who possesses a microscope carrying a ^ in. 
oil immersion lens, and often gives valuable informa- 
tion. Moreover, it does not take long and but Uttle 
delay is caused. 

Requisites. — i. Clean slides and cover-glasses. 

2. Stains — LdfHer's blue or carbol-thionin, and aniline 
gentian violet. 

3. Gram's iodine solution and alcohol — methylated 
spirit will do. 

4. Strips of white filter- or blotting-paper. 

5. Balsam. 

Method. — Prepare a film in the following way: — Rub 
the swab on the middle of a clean slide so as to spread 
some of the secretion into a thin layer on the surface. 
Allow it to dry, and fix it by passing it slowly through 
the flame until the upper surface is just too hot to 
prevent your pressing your finger upon it in comfort. 
Allow it to cool. 

Now filter a few drops of Lofiler's blue or carbol- 
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thionin ob to the iilm and allow it to act for 2 minutes. 
Wash under the tap. 

Dry by pressing carefully with strips of blotting-paper 
and then in the flame. Place a drop of balsam upon 
the film and apply a cover-glass. 

Prepare a second film and stain by Gram's method 
(p. 32). 

The films are now examined microscopically (see 
p. 34). We shall defer the description of the points 
upon which a diagnosis is to be based until we deal 
with the examination of cultures. 



Cultural Methods. 

The diphtheria bacillus grows best at or near the 
body temperature (about 37° C.) and flourishes on 
almost all culture media. But agar is scarcely ever 
used in growing it for diagnostic jturposes: this 
medium serves well for the cultivation of a great 
many organisms, some of which are almost always pre- 
sent in the mouth, so that cultures made upon it are 
usually very impure. We use a medium which permits 
■ the development of the diphtheria bacillus and inhibits 
that of most other organisms, The best are ascitic 
agar and solidified blood-serum. 

The method in which the medium is inoculated is as 
follows : — The tube of culture medium and the tube 
containing the swab are held side by side between the 
index and middle fingers of the left hand, the mouths 
of the tubes pointing to the right and slightly down- 
wards. The plug of the culture tube is then singed, 
removed by means of a pair of forceps, and placed be- 
tween the ring and little fingers of the left hand. The 
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cork and wire of the swab tube are now withdrawn and 
the cotton-wool plug is inserted into the culture tube 
and passed onwards until it reaches the sloped surface 
of the medium. It is then rubbed gently on the latter 
and twisted round and round so that every part of the 
swab may come into contact with the medium. If there 
is a piece of membrane special care should be taken to 
see that it is rubbed on the surface, for it is here that 
we are most likely to find the bacilli. The swab is now 
withdrawn and replaced in the tube, and the cotton- 
wool plug of the culture tube singed and replaced. 

The tube thus inoculated must now be incubated for 
about i8 hours at a temperature not exceeding 37° C, 
and is then ready for examination. 

Hewlett has suggested a useful method which may 
be carried out without any special apparatus, the white 
of a hard-boiled egg being used as the culture medium. 
Take a fresh egg and boil it for ten minutes or more 
and allow it to cool. Now take a narrow- mouthed 
wineglass (or a wide-mouthed bottle, which is better) 
and rinse it out with perchloride of mercury lotion. 
Sterilise a knife by passing it slowly through the flame, 
and cut off the top of the egg, care being taken not to 
cut into the yolk. Invert the egg into the wineglass 
(which must be narrow enough to prevent the egg from 
dropping down into it) taking care that none of the 
lotion touches the cut surface. This is the culture 
medium, and it is sterilised ready for inoculation. At 
a pinch it may be incubated in a warm comer near the 
fire, near tHe hot water cistern, or other warm place. 
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Examination of the Cultures. 

I, Naked eye. — Each living diphtheria bacillus which 
has been deposited upon the surface of the culture 
medium and kept at a suitable temperature will develop ■ 
into a colony of bacilli ; and these colonies are fairly 
distinctive, being different from those which are formed 
by most other organisms. The expert bacteriolf^st 
can often give an accurate guess as to the presence or 
absence of diphtheria bacilli by mere inspection of the 
cultures. The colonies formed by diphtheria bacilli on 
solidified blood-serum or on ascitic agar are small round 
raised spots ; they are variable in size, but rarely exceed 
that of the head of a medium sized pin. They are 
white or grey in colour, and opaque. They do not tend 
to run together so as to form a uniform film over the 
surface of the medium, but remain discrete even when 
closely packed. Some cocci form colonies which closely 
resemble those of diphtheria, but they rarely become 
elevated so high above the surface in the same space of 
time. 

II, Microscopical. — Prepare films by the method de- 
scribed on page 29, following out all steps in the fullest 
detail. Stain one of them (step 11) with LdfHer's blue 
or carbol-thionin, allowing the stain to act for two 
minutes, and the other by Gram's method. 

In removing some of the growth to make the film, 
remember the facts just stated as to the characters 
of the colonies of the bacillus, and select a colony 
presenting those characters {especially that of elevation) 
if one is present. If there is no apparent growth in 
the tube take "sweeps" of the whole surface. This 
is conveniently done by means of a platinum loop, 
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shaped like a stinup, the flat bar being drawn along the 
surface of the medium from bottom to top just as a rake 
is drawn along a flower bed. 

Now examine your specimens in the way described 
on page 34. 



Characters of the Diphtheria Bacillus. 

The following are the chief points which are con- 
sidered in deciding whether a given stained slide does 
or does not show the diphtheria bacillus. 

1. The shape of the bacillus is very variable, and this 
is a feature which often affords us great assistance ; a 
specimen in which all the bacilli present resemble each 
other exactly in shape and size, is not from a case of 
diphtheria. Diphtheria bacilli are narrow rods; they 
are either straight or slightly curved in an arc of a large 
circle or into an /shape (Plate I., figs, i and 2). Their 
ends are usually rounded, but it is not uncommon to 
find forms with one end or both sharply pointed. 
Lastly, clubbed forms are to be met with in almost all 
cultures, though they are most frequent in those which 
have been incubated for several days ; they may be 
compared to a note of exclamation (I). 

2. Their size. — Two well marked varieties occur. The 
long form is about as long as a tubercle bacillus (to 
compare it with an organism with which the practitioner 
may readily become acquainted) or somewhat longer; it 
is decidedly thicker. The short form is only about half 
as long and thick in proportion. 

We do not know anything as to the difference in 
pathogenicity (if any) of the long and the short varieties 
of the diphtheria bacillus. They appear to "breed 



.vGooglc 



52 BACTERIOLOGICAL DIAGNOSIS. 

true" for long periods, and cases of diphtheria caused 
by the one appear to have as high a mortality as those 
caused by the other. 

Hoffman's bacillus is dealt with subsequently. 

3. Tkeir staining reactions. — The diphtheria bacillus 
stains readily with all the Stains in common use for 
bacteriological purposes. It usually (but not invariably) 
stains irregularly, deeply stained portions alternating 
with others which remain colourless. This gives rise to 
a beaded appearance, and forms sometimes occur which 
can hardly be distinguished from short chains of strep- 
tococci. When a powerful stain is apphed for a long 
time this appearance may be lost. 

The diphtheria bacillus stains deeply with thionin. 
This often affords a certain amount of help in the 
diagnosis, as many other bacilli do not stain nearly so 
deeply in the same time. 

It stains by Gram's method. A beginner should 
always test his results in this way. If suspicious bacilli 
do not retain the violet stain they are not those of 
diphtheria. 

4. Tfuir arrangement. — This is a most characteristic 
feature, but it is one which is difficult to describe. The 
old comparison to the strokes which form a Chinese 
letter is a fairly good one; the bacilli lie in little groups, 
some lying parallel to one another, and some at various 
angles with these. The characteristic arrangement is 
best seen in a specimen made from a pure culture of 
the short form. 

Before coming to a conclusion as to the presence or 
absence of diphtheria bacilli from an examination of a 
stained film, make a very thorough search ; if no bacilli 
are seen make several more films and examine them. 
When you see a group of bacilli examine it carefully 
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noting each characteristic and comparing it with those 
described above. 

The beginner is strongly recommended to procure a 
series of slides of diphtheria bacilli from a bacterio- 
logical laboratory and to study them carefully, 

Hoffman's bacillus (Plate I., fig. 2) is a modified 
form of the true diphtheria bacillus, and is frequently 
met with in throat cultures. It is about as long as 
the short form of diphtheria bacillus, but decidedly 
plumper and is more uniform in shape and size. 
These bacilli stain uniformly and deeply. They ex- 
hibit the same arrangement, and are often grouped in 
pairs. Clubbed forms do not occur. 

The diphtheria bacilli which occur in films made 
direct from the swab are similar to those seen in 
cultures, but are often thicker; they may stain uni- 
formly, and clubbed forms are rare. It is unusual to be 
able to make an absolute diagnosis as to their nature, 
but it may be done at times. Yet such an examination 
is often useful. If suspicious bacilli are present you 
should inject antitoxin forthwith ; if no suspicious 
bacilli are seen it is safe to wait for the result of the 
cultural examination. 



Interpretation op Results, 

The discovery of the diphthtrta bacillus in the exudate may 
wean: — 

(rt). That the patient is suffering from diphtheria. 

(6). That he has suffered from diphtheria and is now 
convalescent but is still infectious. The bacilli may 
persist for weeks or months and while they do so the 
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patient must be isolated and treated with antiseptic 
gargles. 

(c). That he is in danger of acquiring diphtheria if 
subjected to any influence which lowers his vitality, or 
which would cause ordinary sore throat in any ordinary 
person, 

(d). It always means that the person may communi- 
cate diphtheria to a susceptible subject. 

The significance of HofTman's bacillus is not yet 
settled. It is frequently found in the throat when the 
patient is convalescing from an attack of diphtheria, 
and sometimes in subjects who afterwards develop 
diphtheria. It also appears to cause epidemics of sore 
throat which do not present anything remarkable in 
their clinical characters. It is safest to regard any 
patient who presents these bacilli as being infectious. 
In other words, in the present state of our knowledge it 
is best not to draw any distinction between Hoffman's 
bacillus and the true diphtheria bacillus, as far as infec- 
tivity is concerned. 

A negative result may mtan .- — 

(a). That the patient is not suffering from diphtheria. 

(J). That the swab did not touch the affected area. 

We exclude errors in technique and observation. 

A sterile culture may mean : — 

{a). That an antiseptic was used too soon before 
taking the swab. 

(b). That the diseased portion of the throat was not 
touched. Other parts of the mouth contain numerous 
bacteria, but many of them do not grow well on blood 
serum or ascitic agar. 

We again exclude errors arising in the laboratory. 

Whenever the culture tube remains sterile the exam- 
ination should be repeated. 
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The pathology of tetanus is very much like that of 
diphtheria. In each disease the specific bacilli are 
localised at or near the region at which they enter the 
body, and form a toxin which is absorbed into the 
blood and affects distant organs. In each case research 
has shown that an antitoxin is formed which neutralizes 
this toxin and prevents it from uniting with the cells of 
the body, but which has not the power of turning it out 
from such a combination. In other words tetanus 
antitoxin, like that of diphtheria, is preventive but not 
curative. But here, unfortunately, the resemblance 
between the two diseases ceases. The local lesion in 
diphtheria is obvious and its presence causes a good 
deal of inconvenience to the patient ; he sees a medical 
man early, and the diagnosis of diphtheria is made 
before much of the toxin has entered the blood. It 
is different with tetanus. In this the local symptoms 
are practically nil ; there may be suppuration at the 
region of inoculation but this is so common as not to 
excite suspicions. The result is that the diagnosis is 
not made until the appearance of the symptoms refer- 
able to the nervous system indicates that the period at 
.which antitoxin might have been used with success has 
gone by. 

To illustrate this we will imagine that the local lesion 
of diphtheria to be so slight as to be unniSEiced by 
doctor and patient. The result would be that the 
disease would only be diagnosed when the severe 
toxfemic symptoms had manifested themselves, and 
antitoxin would then be almost or quite useless. If it 
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were not for the discomfort and pain caused by the 
throat lesion of diphtheria the antitoxin treatment of 
the disease would have probably been abandoned as 



But tetanus may be diagnosed by means of a bac- 
teriological examination of the local lesion before toxic 
symptoms have appeared, and in cases where this is 
done we may safely look for results from tetanus anti- 
toxin which are as good as those obtained from the 
early use of diphtheria antitoxin ; for the experimental 
evidence in favour of the one is every whit as great as 
that in favour of the other. 

Considerations of time would prohibit the bacterio- 
logical examination of the multitude of small wounds 
which are seen by the majority of medical men. But 
a wound which clinical experience and bacteriolc^cal 
research as to the occurrence of tetanus bacilli outside 
the body, indicates as being one which is likely to 
become infected with the bacillus in question, should be 
submitted to a careful and prolonged search for the 
bacillus. These are deep incised and lacerated wounds, 
especially those of the hand and foot, and especially if 
garden earth or horse-dung has been rubbed into the 
tissues. Wounds made with splinters should be exa- 
mined, especially if there is reason to think that the 
splinters were dirty. The same remark applies to deep 
stabs with rusty nails, &c. Tetanus may follow a 
wound which heals up by first intention, but this is 
unlikely ; suppuration or necrosis of the edges (thoi^h 
not due to the tetanus bacillus itself) is present in the 
majority of cases. 
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Examination of Pus from Suspected Cases of 
Tetanus. 

Requisites. — i. Slides and cover-glasses. 

2. A stiff platinum loop. 

3. BuQsen's burner or spirit lamp. 

4. Loffler's blue or carbol thiooin. 

5. Materials for Gram's staining. 

6. Balsam. 

If cultures are to be taken add a pipette (see p. 41), 
a deep tube of agar to which two per cent, of grape- 
sugar has been added previous to sterilisation, a dask of 
water, and a thermometer. 

Method. — Scrape the deeper portions of the wound 
with the platinum loop and spread out the secretion 
thus obtained on the surface of a slide. Prepare several 
of these slides, and iix the film by heat. Stain some by 
the simple stain for two minutes and others by Gram's 
method. 

The bacillus of tetanus is about as long as the 
tubercle bacillus and is very slender. It stains by 
Gram's method. A very characteristic feature is its 
method of spore-formation. The spores are spherical 
bodies which are formed at the extremities of the bacilli, 
giving them the appearance of pins or drumsticks. The 
spores do not stain by the ordinary stains, and appear as 
colourless and highly refractile bodies (Plate II., fig. 2). 

The cultures are made in agar to which 2 per cent, of 
grape-sugar is added, and the needle or pipette used in 
making the inoculation is plunged deep down into the 
medium. The bacillus of tetanus is an anaerobe, »".*., it 
grows only in the absence of oxygen. The stabs are 
made deep i? order to inoculate the material far away 
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from the air, and the glucose is added to absorb any 
oxygen which may be in the medium. To increase our 
chances of obtaining this bacillus in pure culture the 
material to be examined is to be heated to a tempera- 
ture which will kill all developed bacteria, but which 
will not be injurious to spores; the tetanus bacillus is 
the only ana6robic organism with a spherical terminal 
spore which is at all likely to occur in a wound. 

Method. — The inoculations are to be made with a 
pipette. If the pus which comes from the wound can 
be drawn up into the capillary tube of a glass pipette 
such as is described on page 41, the material should be 
collected in this way. If this is not the case the wound 
must be scraped with a sterilised platinum needle or 
other suitable instrument and the material thus obtained 
mixed with some boiled water (previously cooled) and 
then sucked up into the pipette ; the end of the latter is 
then to be sealed in the flame, care being taken that the 
material itself is not heated. 

Having filled and sealed the pipette, heat some water 
in a small flask or large test-tube until it reaches 80° C, 
as measured by the thermometer ; insert the sealed end 
of the pipette in the water and maintain the tempera- 
ture for ten minutes. The thermometer is to be kept in 
the water the whole of the time, and the flame is to be 
taken away when the temperature rises above 80° C. 
and reapplied when it falls below that point. 

At the end of this time the pipette will contain no 
living object other than spores. Break off its point and 
insert it gently into the glucose agar, taking care to 
keep exactly in the axis of the tube, until the tip of the 
pipette reaches almost to the bottom of the test-tube. 
Withdraw the pipette gradually, blowing out its con- 
tents as you do so. The spores of the tetanus bacillus 
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(if present) will now be inoculated deep down in the 
medium, far away from the air. To reduce the supply 
of oxygen still further it is a good plan to melt some 
paraffin (a hard candle answers perfectly) and pour a 
layer an inch thick over the surface of the medium. 

The cultures thus made are to be incubated for a few 
days at the body-temperature. After about forty-eight 
hours the growth begins to appear in the deeper portions 
of the tube as a series of delicate wavy outgrowths from 
the central stab. These do not appear in the upper 
portion of the medium, where the oxygen hinders their 
growth. If the tube shows such a growth it should be 
submitted to a microscopic examination. It is a good 
plan to break the tube and to split up the cylinder of 
medium with a knife ; films are made from the growth 
and stained as above. Spores are formed after about 
thirty-six hours. 

The other methods of cultural examination are far 
more difficult. 



Interpretation of Results. 

If bacilli having the above characters are found in 
films, the diagnosis of tetanus must not be considered 
as being absolutely proven, for there are other bacilli 
which might be mistaken for those under discussion; 
but the probabiHty that the patient will develop the 
disease is so strong that steps should be taken acccord- 
ingly. The wound should be scraped and thoroughly 
treated with antiseptics, and antitoxin should be given. 
If the deeper portion of the glucose agar stab shows 
the tree-like growth which has been described and con- 
tains slender drum-stick bacilli, the case is strength- 
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ened, even although the upper part of the medium is 
contaminated with other organisms. 

The only way in which the bacilli can be recognised 
with absolute certainty is by means of animal experi- 
ments, and to this end the practitioner should transmit 
to the laboratory some of the scrapings from the deeper 
portion of the wound in a test-tube sterilised by boiling, 
or, still better, by dry heat. 



THE PNEUMOCOCCUS, PNEUMONIA, Etc. 

The pnemococcus is a very important organism, and 
one which plays a prominent part in the production of 
disease. It may occur in the mouth in a healthy 
person ; hence its recognition in small quantities in 
the sputum is not of diagnostic value. 

The pneumocDccus is a very common cause of disease 
of the respiratory system. It causes : — 

1. Acute lobar pneumoma. Opinions differ as to whether 
it is the only cause of this disease, though it appears 
most probable that this is the case. 

2. Lobular (broncho-) pnmmoma. This disease may 
also be caused by streptococci, staphylococci, diphtheria 
bacilli, influenza bacilli, plague bacilli, tubercle bacilli, 
and others. The pneumococcus may also occur as a 
secondary infettion in lobular pneumonia due to any of 
these. 

3. Pleurisy, either the serous, fibrinous, or purulent 
varieties. It is important to notice that the prognosis 
of empyema is better when the disease is due solely to 
the pneumococcus than when other organisms (strep- 
tococci, staphylococci, tubercle bacilli, &c.) are present. 



.vGooglc 



PNEUMOCOCCUS. 6l 

and such cases usually recover without resection of ribs, 
The bacteriological examination of the pus from a 
pleural cavity may thus lead to results importaot as 
to prognosis and treatment, 

4. The pneumococcus may occur as a secondary in- 
fection in almost any disease of the lung; for instance, 
in the walls of a phthisical vomica. 

The most important primary lesion due to the pneu- 
mococcus outside the respiratory system are ; — 

1. Otiiis media, of which it is a very common cause. 

2. Bratvny induration of the sftin with or without sup- 
puration. This is uncommon, but the author has seen 
several cases. 

Pneumococc! may escape into the blood from any of 
these lesions, and may appear in that fluid when there 
is no obvious primary lesion from which it could have 
gained access. The most common results are : — 

1. Septicemia. 

2. Ulcerative endocarditis. Many other bacteria may 
cause this disease. 

3. Meningitis. Pneumococcal meningitis may also be 
due to direct spread from the middle ear. 

4. Arthritis. 

5. Peritonitis. 

In actual practice we have most commonly to search 
for the pneumococcus in sputum, pus, and blood. In 
the latter case cultural methods are usually necessary, 
and we shall defer its consideration for the present. 

sputum. — The examination of sputum may ^e made 
in order to make a diagnosis as to the presence or 
absence of pneumonia in a case in which the physical 
signs are indeterminate, or to establish the nature of a 
lobular pneumonia. 

The patient must wash out his mouth with water, 
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which should have been boiled and allowed to cool. 
He must then spit into a clean wide mouthed bottle 
also containing boiled water, and care must be taken 
that the sputum used for the examination comes 
directly from the lungs and is not merely mucus which 
has collected in the mouth. 

The mass of mucus forming a single "spit" is 
agitated gently in the water to remove contaminations 
from the bronchial tubes and mouth ; the water is 
poured off and more added, and the process repeated 
several times. Then the mass of mucus is fished out, 
placed in a watch glass, carefully opened with a pair 
of scissors, and a piece about as big as a pea is removed 
from the centre of the mass with a platinum loop. It 
is placed on a clean slide, another slide pressed upon it, 
and the two are slid apart. The films thus obtained 
are allowed to dry, and fixed by heat in the usual 
way. 

One is stained in dilute carbol-fuchsin for about two 
minutes and then washed very thoroi^hly in water. 
The other is stained by Gram's method. 

The pneumococcus is a diplococcus, i.e., the indi- 
vidual cocci are arranged in pairs. Each coccus has 
usually an oval or lancet shape, the sharp ends of the 
two germs pointing away from one another (Plate I., 
fig. 3). Abnormal forms (round cocci, short bacilli, &c.) 
are frequent. The pneumococcus has a capsule when it 
occurs in the living body or in pathological exudates, 
but not in most cultures. This capsule does not stain 
readily, and appears in a properly stained specimen as 
a clear halo round the two cocci. 

Examine your Gram specimen first. The pneumo- 
cocci should be clearly seen, and you should be able to 
make out their shape and characteristic arrangement in 
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pairs. The rest of the slide will be unstained, so that 
you will not be able to make out the capsule. 

Now examine the carbol-fuchsin specimen. You will 
see the cocci coloured a deep red, and you will also 
notice that the general surface of the film is stained 
pink, while there is a clear and colourless zone round 
each pair of cocci. This is the capsule, which is 
rendered distinct by " negative staining." If the 
carbol-fuchsin has been allowed to act too long the 
capsule may be stained a faint pink. 



Interpretation of Results. 

In cases of lobar pneumonia you will probably find 
pneumococci in great quantity, and no other bacteria in 
a specimen of sputum made in the manner described. If 
you find many pneumococci in a case of lobular 
pneumonia the disease may have been caused by 
another germ, and the cocci in question may have 
been nothing more than a secondary infection. The 
carbol-fuchsJE specimen should be searched for bacilli 
resembling those of infiuenza, &c., and another should 
be stained for the tubercle bacillus if the clinical aspect 
of the case suggests the possibility of a tubercular origin 
for the disease. 

Pus is examined in the same way and presents similar 
appearances. Most of the cocci are extra -cellular. 

The method of making a film from pus is described in 
a subsequent chapter. It is very similar to that 
described above, but the upper slide should be allowed 
to fall on the lower one by its own weight ; the two 
should not be pressed together. 



.vGooglc 



BACTERIOLOGICAL DIAGNOSIS. 



INFLUENZA. 

The diagnosis of influenza is often very difficult, and 
a simple bacteriological examination should be made 
in all cases. The cultivation of the specific bacillus 
is by no means easy, but this does not matter, as an 
examination of stained films will usually permit of a 
diagnosis. 

The influenza bacillus occurs in the sputum and 
occasionally in the blood. It may be searched for in 
the latter situation, but the quest is a very diflicult one. 
In the sputum it occurs in vast quantities and is almost 
free from other germs. 

The method by which the sputum is collected is the 
same as that employed in pneumonia ; a mass of 
greenish -yellow muco-pus is selected for examination, 
squeezed between two slides, and the films dried and 
fixed as in the case for the examination for the tubercle 
bacillus. One is stained for five minutes with dilute 
carbol-fuchsin or Loffler's blue, the slide being slightly 
warmed, and the other by Gram's method. 



EXAMINATIOK OF THE SPECIMENS, 

The specimen stained with carbol-fuchsin or Loffler's 
blue should be taken first and examined under the oil 
immersion lens. The bacilli (in a positive case) will 
be seen in vast numbers as extremely minute rods ; it 
would take firom twelve to sixteen of these rods to make 
up the diameter of a red blood corpuscle. They fre- 
quently occur within the pus cells, and when in this 
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situation they may appear to have a capsule and pre- 
sent a resemblance to pneumococci, from w'hich, how- 
ever, they may be distinguished by their small size, 
and by the fact that they do not stain by Gram's 
method (Plate II., fig. 3). 

Now examine the Gram specimen. The bacilli are 
not seen, though other bacteria (pneumococci, strepto- 
cocci, staphylococci, &c.) may be visible. 



Interpretation of Results, 

If minute bacilli having the above characters are 
found in large numbers in sputum taken in the manner 
described, the diagnosis of influenza may be made with 
certainty. 

If none are apparent and you are sure of your 
technique (and also of the fact that the sputum came 
from the lungs) the diagnosis of influenza is highly 
improbable. 

If the pulmonary symptoms in a case of influenza do 
not clear up speedily the sputum should be examined 
for the tubercle bacillus and the examination repeated 
at intervals. 



ANTHRAX. 

Anthrax occurs in man in three forms. The most 
common is cutaneous anthrax, or, as it is sometimes 
called, malignant pustule. Pulmonary anthrax or wool- 
sorter's disease is much rarer, and intestinal anthrax 
rarer still. The practitioner will find the greatest 
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assistance from a bacteriological examination ia the 
cutaneous form of the disease ; he may search for the 
specific bacillus in the sputum in a supposed case of 
wool-sorter's disease, but he must be careful in his 
interpretation of his result, as bacilli which might be 
mistaken by an untrained observer relying on the 
morphological appearances alone, sometimes occur in 
the sputum. The search for bacilli in the fteces in a 
supposed case of intestinal anthrax must be relegated to 
an expert. 

The true nature of a case which is examined post- 
mortem can easily be determined bacterio logically ; the 
cut surface of the liver or spleen should be rubbed upon 
a clean slide, and the films treated secundum artem. 
They will probably show the bacilli in large numbers. 
Sections may also be cut, or portions of the organs 
fixed in the manner to be described subsequently and 
forwarded to a bacteriological laboratory. 

In the later stages of any infection with anthrax the 
bacilli may be found in the blood. They may be 
apparent on examination of stained iilms, or by cultural 
methods similar to those used in the diagnosis of 
malignant pustule. 

The anthrax bacillus varies considerably ia length, 
but is always a large organism and may be considerably 
longer than the diameter of a red blood corpuscle. It 
is much thicker than the bacilli which have been dealt 
with hitherto, and it is invariably straight. The ends 
of these bacilli are cut sharply at right angles to the 
sides of the organism, and may be even somewhat 
concave; this is a most characteristic feature. The 
anthrax bacillus stains by Gram's method (Plate I., 

In cultures the appearances are somewhat different. 
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Here the bacilli are frequently arranged in long chains 
which have an appearance which has been compared to 
that of a bamboo ; chains occur in the blood or in the 
inflammatory exudate, but are usually much shorter 
than those seen in cultures. But the most important 
feature in cultivation . of the anthrax bacillus is the 
development of spores which are oval highly refractile 
bodies, which lie in or near the centre of the bacilli, one 
in each. These spores are possessed of tough capsules, 
which resist the action of the ordinary stains much in 
the same way as the tubercle bacillus does. Thus it 
happens that in films of a cultivation of the anthrax 
bacillus which have been stained with such a dye as 
methylene blue the spores are readily seen as colourless 
and refractile oval areas in the centre of the bacilli, the 
latter being stained blue. The spores themselves may 
be stained by a modification of the process used for the 
tubercle bacillus. The films are first stained by heated 
carbol-fuchsin, which penetrates slowly through the 
capsule; they are then decolorised by a very rapid 
immersion in dilute sulphuric acid and examined micro- 
scopically. If the red colour has been entirely removed 
by the spirit they are ready to be counters tained by 
methylene blue ; if not they must be dipped in the spirit 
once more and re-examined. When this process is 
successful the spores are stained red and the bacilli 
blue. 

The presence of spores enables us to isolate the bacilli 
from most of the organisms with which it is likely to be 
contaminated by a very simple process. The spores 
resist the action of heat just as they resist stains, and 
for the same reason, and suitable temperature will kill 
o£f all the non-sporing organisms and spare the spores. 
The latter may then be inoculated at a suitable tem- 
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perature and will develop into bacilli. This process, 
however, is not applicable to the examination of the 
blood or morbid effusions, as the bacillus of anthrax 
does not form spores in the living body. In this it differs 
from the tetanus bacillus. 



Investigation op a supposed case op Malignant 

Pustule. 

Requisites. — i. Several glass pipettes; if cultures are 
not required one will be enough. 

2. Clean slides and cover -glasses. 

3. Bunsen's burner or spirit lamp. 

4. LofBer's methylene blue; also the materials for 
Gram's staining. 

3. Balsam. 

6. Tubes of gelatin if cultivations have to be taken. 

Method. — Break off the extreme tip of one of the glass 
pipettes and insert into one of the vesicles around the 
dark papule in the centre of the lesion ; it may be 
necessary to make a puncture with a sterilised needle 
before this can be done. If the fluid does not rise 
spontaneously into the pipette break off the Other end 
and suck gently, watching the column of fluid so that 
it does not get into your mouth. 

Having obtained a drop or two of the fluid exudate 
blow it out on to the surface of a clean slide and spread 
it out into a film ; prepare as many of these as you can. 
Allow them to dry, and stain one with Loffler's blue, 
and some by Gram's method. 

Examine with the oil-immersion lens. Make a care, 
ful search over the films, looking for large cigarette- 
shaped bacilli, noting whether they are or are not 
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arranged in chains. Examine the Gram specimens and 
see whether the bacilli are to be seen in them also. 



OF Results, 

If the case is really one of malignant pustule the 
chances are very greatly in favour of your finding the 
bacilli in large numbers, and the failure to do so tells 

strongly against a positive diagnosis. 

Cultural methods. — The fluid for examination is taken 
in exactly the same way as that described above, but 
the isolation of the organisms will be greatly facilitated 
if antiseptic methods are employed to prevent con- 
tamination with skin bacteria. To this end the surface 
of the lesion shonld be washed gently with carbolic or 
perchloride lotion and then (very thoroughly) with 
alcohol or methylated spirit to remove the antiseptic. 
The surface is then allowed to dry. 

If the materia] is to be transmitted to a public 
laboratory for examination (and this is the wisest course 
to adopt) the fluid must be carefully sucked up into the 
bulb and both ends of the pipette carefully sealed. 

If the examination is to be made at home the best 
way is to make two inoculations in gelatine. The first 
should be a stab culture and may be made with the 
pipette direct ; or the fluid may be blown out into a 
watch-glass or on to the surface of a slide (in either 
case sterilised by being heated in the flame and then 
allowed to cool) and the stab made by dipping the end 
of a straight platinum needle into the fluid and then 
driving it into the gelatin. 

The other culture is made with the pipette ; this is 
driven into the gelatin in a tube and the contents blown 
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out. The gelatin is then immersed in warm water 
until it is melted and poured out into a Petri's dish 



Fio. 13,— Petri's Dish. 

(hg. 13) previously sterilised by dry heat and allowed 
to cool. 

Both cultures are incubated at a temperature of 
about no' C. 



Fig. 14. — Stab culture of anthrax bacillus (Crookshank). 

In about two days the gelatin stab tube will show a 
very characteristic appearance if the anthrax bacilli are 
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present in pure culture. The growth takes place in 
lines which project nearly at right angles to the line of 
inoculation, and grow more vigorously the nearer they 
are to the surface. The result is the development of 
a culture which has a strong resemblance to an inverted 
fir-tree (fig. 14). In another day or two the gelatin 
will begin to show a certain amount of liquefaction at 
the surface. 

The appearances in the plate-culture are perhaps not 
quite so characteristic, but they are manifested in 
impure cultures. The young colonies of anthrax bacilli 



Fio. ij. — Young colony oranthriK bacillus (x 15). (Crookshank). 

have a whorled appearance which has been compared to 
a barrister's wig or to the head of Medusa (fig. 15), The 
plate should be placed upon the stage of the microscope 
and examined for these colonies with the low power. 
If one is found a clean cover -glass should be pressed 
upon it, lifted up with a needle so as to bring up the 
colony with it, fixed by heat, and stained with carbol- 
thionin or methylene blue. The colonies are most 
characteristic after two days incubation ; at a later 
period the gelatin is liquefied and spores are formed. 
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A culture which presents these cultural and morpho- 
lo^cal appearances may be considered to be one of 
anthrax with almost absolute certainty, though other 
tests (notably animal tests) would be applied in a 
latxiratory. 



TUBERCLE. 

The diagnosis of tuberculosis by bacteriologicat 
methods (in the case of most morbid exudates) is within 
the reach of every practitioner ; cultural methods are 
not used and the recognition of the bacillus is rapid, 
easy, and certain. 

The bacilli may be sought for in sputum, urine, pus, 
fasces, or any other morbid material. We will first 
describe the method of staining which should be 
adopted, then the characters on which the recognition 
of the bacillus depends, and lastly the methods by 
which the films are prepared from the various materials. 



Staining the Tubercle Bacillus. 

Requisites. — i. Slides, cover- glasses, forceps, and bal- 
sam. 

2. A Bunsen burner or spirit lamp. 

3. Dilute sulphuric acid — about 20 per cent. — con- 
tained in a wide-mouthed bottle or in a jar. This must 
be large enough to admit a slide but not large enough 
to permit it to fall down to the bottom. 

4. Carbol-fuchsin. 
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5- Methylene blue. (Saturated watery solution or 
Loffler's blue). 

6. A metal (iron or copper) plate. The exact dimen- 
sions do not matter, but 8 x 4 x i in. is a convenient 
size. It should be mounted upon a tripod. This slab 
is not absolutely necessary, but it is a very great advan- 
tage. 

Method. — We will suppose that the film has been 
prepared by one of the methods described subsequently 
and fixed by heat. 

1. Place it upon the metal plate and heat the latter 
by the flame. Flood the slide with carbol-fuchsin and 
let the heat continue until the stain steams, but do not 
allow it to dry up ; let this go on for from three to five 
minutes. If the stain shows signs of drying up add a 
little more ; if it begins to boil slide it along the plate 
away from the flame, or remove the latter for a short 
time. 

If you have no metal plate it is possible to hold the 
slide with a pair of forceps, but in this case the film is 
most conveniently made on a cover-glass. 

Remember not to let the stain dry up. 

2. Remove the slide from the plate with the forceps 
and wash it under the tap or in a bowl of water. 

3. Put it into the bottle containing the dilute acid. 
After three or four minutes withdraw it and again wash. 
If much pink colour comes back re-insert it in the acid 
for a short time and again wash. The process must be 
repeated until the film only shows a slight pink tinge. 

4. Now apply the methylene blue for a minute or so. 

5. Wash, dry with blotting paper and then by gentle 
heat. Apply a drop of balsam and cover. 
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Recognition of tkb Tubercle Bacillus. 

The tubercle bacillus is about half as long as a red 
blood corpuscle is wide, or rather longer, and is very 
slender. It is straight or slightly curved, and is variable 
both in shape and in size (Plate II., fig. 2). 

We recognise it by means of a staining reaction. 
Tubercle bacilli contain a considerable amount of fat, 
and this prevents them from staining readily with 
ordinary stains. In the process described above we 
used fuchsin, which is a very powerful stain, and added 
a mordant (carbolic acid) which increases its penetra- 
tive properties. Even with this, staining is very slow, 
so that we heated the specimen. 

The fat which prevents the bacilli from staining also 
prevents the stain from being removed by such sub- 
stances as acids and alcohol. In stage 3 of the above 
process we aim at allowing the acid to act until it has 
removed the fuchsin from everything except the tubercle 
bacilli. The methylene blue is a counter-stain, and 
colours all organisms, pus cells (especially their nuclei), 
epithelial cells, and shreds of lung tissue ; in fact every- 
thing except the tubercle bacilli. The latter appear as 
slender red rods which often show the irregular staining 
which has been described as occurring in the diphtheria 
bacillus. 

Now " acid-fast " bacilli are very rare, though they 
have been found in unexpected situations of late years. 
Only three such bacilli need be taken into consideration 
in dealing with human pathology. These are the 
tubercle bacillus, the leprosy bacillus, and the smegma 
bacillus. The bacillus of leprosy would rarely lead to 
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mistakes in this country ; it is recc^nised by the fact 
that it is straighter and more uniform than the tubercle 
bacillus, and by the foct that it resists decolorisa- 
tion more powerfully than the tubercle bacillus. The 
smegma bacillus may occur in the urine and lead to 
mistakes unless the sample examined was drawn off per 
catheter. It is distinguished by the fact that it is 
readily decolorised by alcohol (absolute alcohol or 
methylated spirit) while the tubercle bacillus is not. 
In staining a film from the urine we decolorise in spirit 
for a minute after the acid and before the methylene 
blue, i.e., between stages 3 and 4 in the above 
description. 

In searching for the tubercle bacillus the i in. lens 
will serve, though an oil immersion lens is an ad- 
van t£^e. 



Method of Collecting the Sputum. 

This is of some importance, and the method recom- 
mended should be carried out in all cases. 

Get the patient to wash out his mouth thoroughly 
with warm water before going to bed. Let him spit 
into a clean bottle, jar, or tin, and employ only the 
sputum coughed up before food is taken in the morning. 



Method of Preparation of the Film. 

Sputum. — Pour the sputum into a watch-glass and 
place the latter upon a dark surface. Examine it 
closely, looking out for small yellow particles ; these 
consist of caseous material and will probably contain 
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tubercle bacilli in large numbers. The advantage of 
getting the patient to wash out his mouth and using 
only fasting sputum is obvious, for particles of food 
naay present exactly the same appearance. 

Having found such a mass pick it out by means of a 
platinum loop or pair of forceps and transfer it to the 
middle of a clean slide. Now place another slide on 
the top of the Brst, squeeze them together and then 
slide them apart. You should get two good uniform 
films. Dry and fix. 

If there are no caseous masses pick out a mass of the 
sputum at random and proceed as before. 

A better method is as follows: — Half fill an ordinary 
medicine bottle with carbolic lotion (i in 20} and add a 
drachm or two of the sputum. Shake thoroughly for a 
few minutes and place the bottle where you can give it 
an occasional shake during the next few hours. Then 
pour the milky emulsion which results into a conical 
urine glass and allow it to stand for twelve hours or 
more. Remove some of the deposit which will form 
with a pipette and spread it into a thin film on a slide. 
Dry and fix. 

Unm is treated in a similar way ; but here carbolic 
acid (liquefied or in crystals) is added to the urine in 
amount sufficient to convert it into a i in 20 solution. 
This is allowed to deposit or (better) is centrifugalised. 
Films are prepared from the deposit. 

Remember that they should be passed through alcohol 
after staining. 

Pus is best carboHsed in the same way as sputum ; if 
very thin it may be treated like urine. The tubercle 
bacilli will rarely be found in pus unless it is examined 
soon after the abscess is opened, but may be detected 
by inoculation experiments for long periods. 
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CUar exudates are more difficult to ejcamine, and, as 
they usually contain bacilli in very small numbers only, 
a negative result should not be given too much weight. 
They may be allowed to sediment in a conical urine 
glass, a few crystals of camphor being added to prevent 
bacterial growth, carbolic acid being inadmissible as 
it precipitates the proteids. The examination is best 
made in a bacteriological laboratory, as decisive results 
can only be obtained by animal experiments. Collect 
the fluid in a bottle which has previously been boiled 
in water for half an hour and allowed to cool. Cork 
it with a cork which has also been boiled. Add no 
antiseptic and forward it to the laboratory as soon as 
possible. 

Milk may be examined in the same way as urine, 
films being made from the cream as well as from the 
deposit. These films are fixed, soaked in ether to 
remove fat, and again fixed. They are then stained as 
before, and it is advisable to pass them through alcohol. 

When faces are to be examined the best plan is to 
administer opium in amount sufficient to cause consti- 
pation. The surface of the scybalous motions which 
result are to be scraped off and stained in the usual 



Interpretation of Results. 

The finding of tubercle bacilli in the sputum is con- 
clusive evidence of tuberculosis of the lungs, but no 
information as to prognosis can be drawn from the 
numbers which are present; they may occur in great 
quantities in the sputum from patients who are doing 
well, and the author has found enormous numbers in 
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the sputum of a persoD who had presented no sym- 
ptoms of the disease for eight years and was apparently 
cured. But a person in whom the bacilli are present is 
always in danger of a reciudescence of the disease, and 
may be a source of infection. Absence of the bacilli does 
not disprove the diagnosis of tuberculosis ; bacilli do 
not appear in the sputum until the lung-tissue in which 
they occur breaks down, and are therefore absent in the 
early stages of acute tuberculosis. 

In some cases of ordinary chronic phthisis bacilli may 
occur in the sputum in very scanty numbers and may be 
missed unless a very careful search is made. Bacilli 
should not be considered as being absent until well 
stained films have been examined for at least half an 
hour, and the examination repeated on several occa- 
sions. 

The finding of tubercle bacilli in the urine is prac- 
tically absolute proof of tuberculosis of some part of 
the urinary tract, probably the kidneys or bladder. 
Absence of bacilli implies nothing unless the exam- 
ination has been made very thoroughly and repeated 
several times at intervals. Then it affords presumptive 
evidence that the urinary passages are hee from the 
disease. 

The same is true of the examination of pus. Tubercle 
bacilh rarely occur in inflammatory exudates except in 
very small numbers and can only be demonstrated by 
animal experiments. If you examine pus from a 
chronic abscess and And no organisms of any kind it is 
almost certain that the process is a tubercular one ; and 
the negative evidence obtained by the failure to find 
tubercle bacilli should not be allowed to carry much 
weight. The same is true for the clear exudates. 
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LEPROSY. 

The leprosy bacillus resembles that of tubercle, but it 
is somewhat straighter and more uniform. It occurs in 
leprous lesions in great profusion, and its discovery does 
not present any difficulty. It has never been cultivated. 

In a suspected case of leprosy, films should be made 
from the nasal discharge, for the nasal cavities are very 
frequently affected. Indeed, it seems highly, probable 
that the primary lesion through which the bacilli gain 
access to the body is in the nose in most cases. A 
small portion of one of the leprous nodules may also be 
removed and films made by rubbing the cut surface 
against a clean slide. If there is an ulcer films may be 
made from the secretion from it. 

Films should be stained by the method which we 
have recommended for the tubercle bacillus. If bacilli 
are present in large quantities the case is almost cer- 
tainly one of leprosy, for tubercle bacilli are never found 
in similar situations except in scanty numbers. If a 
doubt should arise as to the identity of the bacilli, 
advantage should be taken of the fact that the leprosy 
bacillus retains the fuchsin even more firmly than the 
tubercle bacillus when exposed to the action of an acid. 
A film from the suspected material should be spread at 
one end of a slide, and some sputum known to be rich 
in tubercle bacilH at the other ; the whole should be 
stained by hot carbol- fuchsin and decolorised by being 
immersed bodily in 25 per cent, sulphuric acid for half 
an hour. If the tubercle bacilli are decolorised any 
bacilli which have retained the red colour are almost 
certainly those of leprosy. If the tubercle bacilli are 
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not decolorised a fresh specimen should be prepared 
and immersed in the acid for a longer period. 



ACTINOMYCOSIS. 

Actinomycosis is very closely allied to tuberculosis ; 
the lesions appropriate to the two diseases are almost 
identical in histological appearance, and the granuloma 
which occurs in actinomycosis goes on to fibrosis or to 
the formation of "cold abscesses" just as a tubercle 
may do. The formation of fibrous tissue is most 
marked in cattle, and in them the disease is more 
chronic ; suppuration is more common in man, and the 
disease runs a more rapid course. 

The pus from an actinomycotic abscess is often viscid 
and contains a greater or smaller number of smaU 
greenish, yellow, or brownish nodules. They are about 
as large as the head' of a very small pin, and are quite 
opaque ; under the low power of the microscope such 
a granule has a coarsely granular appearance, and looks 
something like a raspberry. If nodules presenting these 
appearances are found in any specimen of pus, wiiatever 
be its origin, a careful microscopic examination should 
be made to determine its nature. This is not difficult. 

Method. — Place some of the pus which contains these 
granules on'a clean slide and press another slide upon 
it so as to crush the granules, dry, fix, and stain by 
Gram's method. 

Tumours removed or incised at an operation, or 
organs removed at a post-mortem examination, should 
have their cut surfaces rubbed upon the surface of a 
slide and the film thus obtained treated in a similar 
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way ; or they may be scraped, and the scrapings spread 
on a slide. Sections may also be cut, but are not 
usually necessary for the diagnosis. 



Examination of the Specimens, 

Actinomycosis is caused by the ray-fungus, an organ- 
ism which derives its name from the star-shaped 
colonies which it forms whilst growing in the tissues. 
It consists of two chief parts ; the central portion of the 
colony is formed of a network of narrow filaments, which 
have a radial arrangement at the periphery (Plate II,, 
fig. 6). In this part smalt bodies which have the appear- 
ance of cocci may often be seen. The outer zone consists 
of the clubs which (when present) are so characteristic. 
These clubs are flask-shaped expansions of the sheath 
of the radial filaments already mentioned, and are 
arranged with their narrow extremities pointing in- 
wards. They are not generally present in man, and 
when present are often badly developed ; they are much 
more common and more perfect in the ox, where the 
disease is more chronic, and pus formation rare. 

The films should be carefully examined for the pre- 
sence of these structures. Clubs are not likely to be 
found in the pus, and their absence does not tell against 
the diagnosis ; the dense felted network of filaments 
retaining Gram's stain is what is to be looked for, 
and its presence is quite sufficient for a diagnosis. 
Fortunate specimens may show a complete colony, with 
its irregular network in the centre and the radial ar- 
rangement of the fibres on the periphery, or there may 
be mere fragments of mycelium. 
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GLANDERS. 

Glanders is one of the infective granulomata and is 
closely allied to tuberculosis : it differs, however, ia 
running a more rapid course and in the greater ten- 
dency which the specific lesions exhibit to undergo 
suppuration. It is caused by the bacillus mallei, aa 
organism which is nearly as long as the tubercle 
bacillus and decidedly thicker. It stains readily with 
ail stains and is easily decolorised ; it loses its stain 
when treated by Gram's method, and does not form 
spores. 

The bacteriological diagnosis of the disease is not 
easy, and should be referred to a public laboratory. A 
quantity of the discharge from a suspected case should 
be taken with aseptic precautions and transmitted as 
soon as possible in a test tube or bottle which has been 
sterilised by dry heat or by boiling. Pus had better be 
sent in a pipette. 

Where abscesses are opened cultmes taken direct 
from the pus may possibly contain the bacillus in pure 
culture. In this case it may be identified by the 
characters of Its growth upon potato. The colonies 
have the colour and appearance of honey at first ; they 
grow very rapidly, coalesce, and the potato is soon 
covered with a moist-looking film which afterwards 
becomes brown, the surface of the medium in the 
neighbourhood becoming greenish -brown. If cultures 
from pus grown on potato exhibit these appearances 
and contain a short and thick bacillus which does not 
stain by Gram's method, the case may be diagnosed 
as being probably one of glanders, even although the 
culture be not a pure one. 
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The injection of mallein would probably supply 
information which would be obtained more easily and 
quickly, and would be more conclusive. 



TYPHOID FEVER. 

Typhoid fever is caused by a bacillus which is 
variable in length, though usually short (about half 
as long as a tubercle bacillus) and thick, its length 
being only about three times its breadth. It does not 
form spores, and it does not stain by Gram's method. 
It is actively motile ; when a culture of the organism 
in a fluid medium is examined under the microscope 
the bacilli can be seen darting rapidly about in all 
directions. It owes its motility to the possession of a 
large number of long wavy flagella, which can only be 
seen after special and difficult staining processes. 

The bacillus coli communis, the most plentiful organ- 
ism of the intestine in man and animals, bears a very 
close resemblance to the typhoid bacillus, and can only 
be distinguished therefrom by the application of several 
cultural and chemical tests, the performance of which 
takes a considerable amount of time. This renders it 
very difficult to diagnose typhoid fever by methods 
similar to those which are in use for the other diseases 
mentioned, >.«., by the demonstration of the specific 
organism. Suppose for instance, that we were to 
attempt to determine the nature of a case of diarrhcea 
by a search for the typhoid bacillus in the stools. For 
every typhoid bacillus which we should encounter we 
should find a great many colon bacilli, and we should 
only be able to distinguish the one from the other by 
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a proloDged and careful examination of pure cultures. 
It is quite certain that the disease might he diagnosed 
in this way ; indeed, it has been done, but the task is 
an extremely difficult one and the diagnosis would be 
delayed for a considerable period. 

In other regicns in which the typhoid bacillus occurs 
during an attack of typhoid fever the search is usually 
facilitated by the absence of other organisms, especially 
by the absence of the bacillus coli. The specific bacillus 
occurs in the blood, spleen, spots, mesenteric glands, 
liver, and frequently in the urine. 

It may often be demonstrated in the blood, but a 
large quantity must be taken, and the technique is dii5- 
cult. The results obtained in this way are of great 
scientific interest, but the process is of no value as a 
means of diagnosis. The same remark appUes to the 
spots ; it is in fact somewhat doubtful whether the 
bacilli which appear to be present in this situation do 
not actually come from the blood which is drawn in the 
process. 

The mesenteric glands and liver are of course not 
available for the purposes of diagnosis. 

The demonstration of the bacilli in the urine is some- 
times quite easy, and might be of some diagnostic value. 
But they do not always occur in this excretion; and the 
bacillus coli may do so. 

The only way in which typhoid fever can be dia- 
gnosed with ease and certainty by a demonstration of the 
specific bacillus is by an examination of material drawn 
directly from the spleen by means of a hypodermic 
needle. The organism occurs constantly in this situa- 
tion, and its demonstration is not difficult. The neces- 
sary operation, however, is by no means devoid of risk, 
and is now generally abandoned. 
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This brings us to the only method in which typhoid 
fever is now diagnosed by the bacteriologist — the 
Widal's reaction. This reaction is a special example 
of a general law which was discovered by Durham and 
others, and which is to the effect that the blood serum of 
a person who has been through an attack of a bacterial 
disease will cause the specific organism of that disease 
to collect into clumps. For instance, if we take a broth 
culture of the vibrio of Asiatic cholera (which is turbid 
and opalescent) and add to it a small quantity of blood- 
serum from a patient who has recovered from an attack 
of cholera we shall find that the culture becomes clear, 
a sediment collecting at the bottom of the tube ; and if 
we examine this sediment we shall find that it consists 
of felted masses of the vibrios. This reaction is a 
general one, and is given in most, if not all, bacterial 
diseases. But Widal, Griinbaum, and others, working 
independently about the same time, showed that whereas 
in many diseases it is a reaction of immunity (i.e., does 
Dot occur until late in or after the disease) in typhoid 
fever it is a reaction olinfection, and occius so early in 
the course of the disease that it is of great value in 
diagnosis. 

The test is applied by adding a small quantity of the 
serum from the patient suspected to be suffering from 
the disease to a larger amount of a young culture of 
typhoid bacilli, and watching whether the appearance 
of the culture undergoes any change : it may be 
watched under the microscope or by the naked eye, the 
technique differing in the two cases. The microscopic 
method is rapid and requires a very small amount of 
blood, and is now generally used. The macroscopic 
method is perhaps somewhat easier for a beginner, but 
it takes a longer time and requires a larger amount of 
blood serum. 
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The technique in either case is readily learnt and can 
be carried out with very little difficulty if the materials 
are at hand. But the test is one which is seldom advis- 
able for the home worker to attempt, as it requires a 
young culture of typhoid bacilli. We shall, however, 
describe the process, as some may carry it out during 
an epidemic, or if they are living where they have not 
access to a public laboratory. The process has now 
been greatly facilitated by the demonstration of the 
fact (by Widal) that the reaction is given with dead 
cultures of the bacilli. These cultures can be obtained 
from any bactericdogical laboratory, and will keep. 
They are prepared by adding four or five cubic centi- 
metres of normal saline solution to an eighteen -hours- 
old culture of the typhoid bacillus on agar, scraping off 
the growth, filtering to remove clumps, and heating the 
emulsion to 60° C. for ten minutes to kill the bacilli. 
A small quantity of carbolic acid should be added to 
prevent putrefaction. With a supply of this culture on 
hand the practitioner can apply the test at home with- 
out much difficulty. 

Where the blood is to be transmitted to a laboratory 
it should be sent in a pipette specially made for the 
purpose. This consists of a bulb terminating in a 
capillary tube at one end and in a mouth-piece (which 
is plugged with cotton-wool) at the other (fig. 12, *;). 
To procure the blood wash the patient's skin and make 
a deep puncture with a sterilised needle ; further anti- 
septic precautions are unnecessary. When a large drop 
of blood has collected upon the skin (and this may be 
hastened by gently squeezing the region, or by allowing 
the finger to hang down) the tip of the pipette is in- 
serted and suction applied. The practitioner must aim 
at filling the whole of the bulb with blood, and must 
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avoid air-bubbles. This is because the test is easier to 
carry out and is more conclusive if clear serum can be 
obtained. The test may be applied to a dry drop of 
blood, but in this case there is no possibility of making 
an accurate dilution. The test is wonderful enough as 
it is, but the practitioner should not expect too much 
from it if he sends a few splashes of blood inside a 
capillary tube of the pipette. This is so important that 
we repeat : do not be satisfied unless the bulb is com- 
pletely filled with blood. When this is accomplished 
suck the fluid a little further up and seal the pointed 
end of the pipette in a flame — the flame of a wax match 
will answer. 

If a pipette is not at hand it is advisable to manufac- 
ture one out of any piece of glass tubing which may be 
available. Failing this the best plan is to dry several 
large drops of blood on a clean slide ; but results ob- 
tained from blood forwarded to a laboratory in this way 
should be received with caution, for the dilution is 
necessarily a matter of guess-work. 

Do not send blood in vaccine tubes. When this is 
done the blood often adheres so firmly to the glass that 
the whole tube has to be ground down in a mortar with 
a drop or two of water. 



Method of Performing Widal's Reaction by the 

"Microscopic Method. 

Requisites. — i. A young culture (not more than eigh- 
teen hours old) of typhoid bacilli on agar. 

Where dead bacilli are to be used this is to be re- 
placed by a culture obtained from the laboratory and 
prepared in the manner described. 
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2. A small funnel provided with a double thickness of 
white filter paper. This is unncessary if dead cultures 
are to be used.- 

3. Three clean watch-glasses. 

4. A platinum loop. This should be made of fine 
wire and have a loop (which must be completely closed) 
about ^ in. in diameter. 

5. A hollow-ground slide. This is an ordinary slide 
having a well about half an inch in diameter sunk in its 
centre. If it is not at hand a cell may be built up on 
an ordinary slide. Take a piece of thin card one inch 
square and cut out a square half an inch in diameter 
from its centre. Fix this perforated square down on 
to the slide with vaseline or immersion Oil. 

6. Thin cover-glasses. 

7. The microscope. The test can be carried out 
quite well with a ^ in. lens. 

Process. — I. Making the emulsioH. — Pour a small quan- 
tity of tap water into the culture tube, or better, 
scrape off some of the growth and mix it with some 
water in a watch-glass. In either case stir it round 
with the platinum needle for a few minutes so that the 
bacilli are evenly distributed throughout the water and 
form an emulsion. 

Next take the hollow-ground slide and paint a ring of 
immersion oil round the welt (fig. 16, b). If you are 
using a built-up cell paint the top of the card with the 
oil. In either case vaseline may be used. 

Place a drop of the emulsion on a clean dry cover- 
glass and invert the hollow ground slide over it ; press 
it down so that the oil round the well adheres to the 
cover-glass ; now invert the slide and you will have a 
hanging-drop specimen. The bacilli will be contained in 
the droplet of water (fig. 16, a) which hangs from the 
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lower surface of the cover-glass ; this will not dry up if 
the seal made by the oil is perfect. 

Place the specimen under the microscope and exa- 
mine it with the low power, using the fine adjustment 
and stopping down the diaphragm. Focus until the 
surface of the cover-glass is distinctly seen, and then 
move the slide about until the edge of the hanging-drop 
runs across the centre of the field. Then turn on the 
^ in. lens and open and shut the diaphragm until the 
field is faintly illuminated ; the exact amount of light 
required can only be learnt by experience. 




/'/' 



Fig. 16.— Hanging- drop preparation (Crookshank). 

Now focus up and down very carefully, using the fine 
adjustment, until you see a line running across the field 
and dividing it into a lighter and a slightly darker 
portion. This is the edge of the drop. Focus a little 
deeper; you should see numerous small unstained 
bacilli, and if these are not visible it probably indicates 
that the illumination is not right. Open and shut the 
diaphragm, keeping a sharp look out down the micro- 
scope all the time. It may help matters to lower the 
condenser for a short distance. 
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Having obtained a clear view of the bacilli « 
them for motility and absence of clumps, and see whether 
they are present in proper proportion to the amount of 
fioid. 

If the culture is in good condition the bacilli should 
be seen darting about in all directions, but if the move- 
ment is but sluggish the reaction may still be obtained. 
If the specimen is kept for a short time in a warm 
place or in the incubator the movements will usually 
become more rapid. It is hardly necessary, to say that 
when dead cultures are used there will be no move- 
ments of translation, though the bacilli may show 
oscillatory ( Brown i an) movements. 

The specimen must be searched thoroughly for clumps 
of bacilli, and if these are present the emulsion must be 
filtered through a double thickness of white filter paper. 
This examination for clumps is a most impiortaat part 
of the process, and must be attended to whether dead 
or living cultures are in use. 

Next see that the emulsion is neither too thin nor 
too thick. No definite rules can be given, but if there 
are very few bacilli in the field a further supply of 
growth must be added to the stock of emulsion, and a 
further specimen examined. If the bacilli are thickly 
crowded together the emulsion must be diluted with a 
little water and re-examined. 

When you are satisfied that the emulsion is right, 
slide off the cover-glass and drop it into some antiseptic 
lotion ; of course this is unnecessary if dead cultures 
are used. 

2. Making the dilution. — You are now about to dilute 
a drop of the serum from the patient with a known 
multiple (in this case thirty times) of its bulk of the 
emulsion which you have just prepared. To do so you 
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will take advantage of the fact that the platinum loop 
if dipped into a fluid and pressed against a surface so 
that every part of the loop touches that surface will 
deposit a drop of fluid of definite size. You are about 
to mix one loopful of the serum with twenty-nine loop- 
fuls of the emulsion just prepared and examined. 

Blow the blood from the pipette out on to a watch- 
glass (to do this it will be necessary to break the tip of 
the pipette) and tilt the latter so that the serum flows 
away from the coagulum. Now take a loopful of the 
serum and place it on another watch-glass, taking care 
to put the loop flat on the surface of the glass ; this is 
done more easily if the wire is slightly bent, or if a flat 
slide is used instead of the watch-glass. 

Next heat the platinum loop in the flame ; this is to 
burn off any blood which might remain on it and con- 
taminate the emulsion. Take up a loopful of the emul- 
sion and place it on the watch-glass by the side of the 
drop of serum, but not touching it. Repeat this until 
you have placed twenty-nine drops of emulsion round 
the serum. Mix the whole together by stirring them 
thoroughly with the platinum loop, place a droplet of 
the mixture on a clean cover-glass, and make a hanging- 
drop specimen and examine as before. 

If the blood comes from a case of typhoid fever (with 
certain restrictions which will be discussed below) the 
microscopic appearances will be quite different from 
those seen in the drop of emulsion which was previously 
examined. The bacilli will no longer swim about 
rapidly in all directions ; they will become paralysed, 
and remain quite motionless. Further, they will col- 
lect into clumps ; each clump consisting of a larger or 
smaller number of bacilli arranged in a felted net- 
work resembling that seen in a heap of " spellicans " 
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(fig. 17, 6). This is the complete positive reaction; it 
consists of two parts, clumping and paralysis, and is 
given only (in the dilution used) by the blood of a 
patient who is suffering or who has suffered from 
typhoid fever. If this is not the case the bacilli will 
continue to move about just as before, and will not 
collect into clumps. 

In the process which has been described above, the 
blood has been diluted to thirty times its volume, and 
this is the best dilution to use for diagnostic purposes. 
But the reaction is given earlier if a lesser dilution (one 




:. Negative Widal's 



6. Positive Widal's 



in ten) is used, though there is then a greater chance of 
fallacy. 

Sometimes the reaction takes place almost as soon as 
the serum is added. At other times it is delayed, and 
for these it is necessary to fix a time limit. With a 
dilution of one in thirty, one hour is a safe time limit to 
adopt, and if the reaction takes place after this the re- 
sult should be looked upon with great suspicion, and the 
test reapplied after a day or two. 

Exactly similar processes are carried out if dead cul- 
tures of typhoid bacilli are used, but here the emulsion 
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should be sent out from the laboratory free from clumps, 
and containing exactly the right number of bacilli, so as 
to be ready for immediate use. But the practitioner is 
urged not to trust to such an emulsion without making 
a hanging-drop, and examiuing it just before making 
the test, 

If dead cultures are used it is advisable to use a 
rather less degree of dilution than in the above process. 
A dilution of one in twenty will answer perfectly. The 
time limit is the same. 



Interpretation of Results. 

A positive result may mean: — i. That the patient is 
sufTering from typhoid fever, 

2. That he has suffered from typhoid fever within a 
certain period before the blood was taken. The hypothe- 
tical substance which we believe to be the cause of the 
reaction (agglutinin) continues to be formed or remains 
in the blood for some time after complete convalescence 
from typhoid fever ; the reaction has been known to 
persist for seven or eight years, and probably usually 
does so for about two. This fact must be remembered 
in interpreting the results obtained from Widal's test. 
If the patient has suffered from typhoid fever, or from 
an obscure illness which might possibly have been 
typhoid fever, a year or two previously, the positive 
reaction should be regarded with suspicion. 

In such cases the test should be carried out so that 
the smallest dilution which will cause clumping can be 
ascertained, and the test repeated in two or three days. 
If, for instance, we found that the blood clumps only in 
a dilution of one in twenty on one day and in a dilution 
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of one in a hundred three days later, this affords a cer- 
tain proof that the reaction is due to a present attack of 
typhoid fever, and is not due to one which took place 
at a previous date. This investigation should be en- 
trusted to an expert bacteriologist and plenty of blood 
sent on each occasion. 

A negative result may mean : — 

1. That the patient is not suffering from typhoid 
fever. 

2. That he is suffering from typhoid fever, but the 
date is too early for the appearance of the reaction. 
The reaction sometimes occurs on the fifth or sixth day, 
usually after the tenth day, and in all but a very small 
number of cases before the end of the second week. If 
the onset of the disease (as far as it can be fixed) is less 
than this the examination should be repeated after two 
or three days. 

3. In a very small number of cases the reaction is 
delayed still further, and if the patient dies may not 
occur at all. These cases are usually severe ones and 
do not present any difficulty in diagnosis. Sometimes 
the reaction is delayed well into the convalescence in 
mild attacks, but this is exceedingly rare. 



Macroscopic Method. 

The macroscopic method can be carried out with a 
young living culture on agar, or with an emulsion of 
dead bacilli. The technique is not so difficult as in the 
previous process and no apparatus is required other 
than a piece of narrow glass tubing from which to make 
pipettes. 

ReguiiiUs. — i. A young culture on agar and some 
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normal saline solution ; or a dead emulsion of typhoid 
bacilli. 

2, Special glass pipettes. These are to be made from 
a piece of glass tubing which should not be more than 
J in. in internal diameter and about ten inches long. 
The central two inches of this tube are to be heated in 
a flat gas flame until thoroughly softened, then with- 
drawn, and then the two ends are to be drawn steadily 
apart. The softened portion is to be drawn out into 
a long narrow portion (rather thicker than a vaccine 
tube) about six inches long and of nearly uniform dia- 
meter. The full diameter of the tube should pass rapidly 
into this narrow portion ; it should not taper gradually 
(fig. 12, c). The two pipettes thus obtained are to be 
broken apart, leaving about three inches of the narrow 
tubing attached to each. The wide end of the tube is 
to be plugged fairly firmly with cotton-wool. This 
serves a double purpose ; it prevents any of the fluid 
from getting into the mouth, and it offers a certain 
amount of resistance to the escape of the fluid, and thus 
renders the pipettes more easy to fill. 

Process. — Prepare an emulsion just as before, making 
a drachm or so, and filtering it. An emulsion of dead 
bacilli obtained from a laboratory should be ready for 
immediate use. Insert the tip of the pipette into the 
blood serum (of which there should be several drops), 
and aspirate it gently into the tube, avoiding air- 
bubbles ; if these gain access blow out the serum and 
begin again. It is easier to see what you are doing 
if you use a piece of india-rubber tubing (such as is 
used with a ha^mocytometer) through which to apply 
suction. 

Having drawn up enough serum to form a column 
about two inches in length in the narrow portion of the 
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tube, lay the pipette od its side, and make a mark with 
ink or with a grease pencil to show how high the serum 
reaches. Now suck the column of fluid a little way into 
the tube, and insert the tipof the pipette into the emulsion ; 
suck the latter up the tube until it reaches to the mark. 
This will give you the same amount of emulsion as of 
blood serum; the two fluids will be separated by a short 
column of air. Now withdraw the tip for a moment 
and suck up another small quantity of air ; dip it into 
the emulsion and suck it up to the mark again. This 
will give you twice the amount of emulsion as of 
blood serum, the three portions of fluid being separated 
by air (fig. 18). Repeat this process until you have 
nine times the amount of emulsion as of serum ; then 
suck the fluid still further from the tip of the pipette, 
and seal the latter in a flame. Probably by this time 
the fluids will have mixed together ; if not, tap the 
tube gently (holding it upright) until the air-bubbles 
which you have sucked up make their escape and the 
fluid forms a continuous column- 
Fill another tube to a similar height with emulsion 
(for a control) and place the two side by side in an 
upright position for twelve hours. 

Now examine the fluid in the pipettes. If the emul- 
sion has been made from a living culture the control 
pipette {i.e., that to which no blood has been added) 
will probably remain turbid ; if an emulsion of dead 
bacilli has been used it will have become clear, and the 
bacilli will form a uniform even layer at the bottom of 
the pipette. 

Compare the control tube with the pipette to which 
blood has been added. If the reaction is negative 
the appearances will be exactly the same in each ; 
but if the reaction is positive the bacilli will fall to the 
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bottom in ilocculent granular masses, which are similar 
whether living or dead bacilli have been used. In the 
former case there is no difficulty in detennining whether 



'- 'F10..18. — Showing method oC filling pipette. 
IT. Is the nuuk on the tube. b. The aenim. c, c, e. The cohimns 
of' emuUioQ sepaiated by the air bubbles d, d, d. t. Is the cotton. 
wool ping. - 
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the leactioit is present or absent, for the fluid will be 
clear if it is positive, turbid if it is negative (fig. 19). The 
dead emulsion presents more difficulties; you have to 
compare the granular deposit which occurs in a positive 
reaction with the more uniform deposit which occurs io 
the control tube. If there is any doubt the best plan is 



Fio. ig. — Positive and negative Widal's reaction (macroscopic 
method). The fluid in ihe left hand pipette (negative) is still turbid. 
The right hand pipette (positive) contains clear fluid and has a 
sediment at the bottom. The lower portions of the pipette have 



to break o£F the tip of the pipette and blow out some of 
the deposit ; examine it under the microscope after 
applying a cover-glass. In a positive case the bacilli 
will be seen to he collected into clumps, in a negative 
case they will remain discrete. 

This process is a modification of that described by 
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Wright (Brit. Med. Jour., p. 355, 1898), to which the 
reader is referred for fuller details. 

It is advisable to use a dilutiou of one in ten if the 
macroscopic method is used. 



GONORRHCEA. 

Nothing is more certain than the fact that gonorrhcea 
can only be diagnosed by bacteriological methods ; and 
every practitioner is very strongly urged to practise 
himself in these methods and to employ them in all 
cases. Leaving out of account the confidence which 
the certainty of a correct diagnosis inspires, there is 
always the possibility that legal questions may arise, 
and a practitioner who made a diagnosis of gonorrhcea 
without employing the only means by which that dis- 
ease can be diagnosed would make a poor show in 
cross-examination. Lastly, a bacteriological examina- 
tion will often tell us that the disease is merely lying 
latent and is still infective when apparently cured. 

The gonococcus chiefly affects mucous surfaces ; the 
urethra in the male, the urethra and cervix uteri in the 
female, and the conjunctiva in both sexes. These are 
the regions in which the primary lesion usually occurs, 
and it may extend by continuity to more distant parts. 

In the male it may involve the prostate, the vesiculee 
seminales, and the bladder. It is doubtful whether 
gonotrhceal epididymitis is due to this organism or to 
another. 

In the female the inflammation of the urethra may 
extend to the bladder. The inflammation of the cervix 
may extend to the mucosa of the uterus and thence to 
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the Fallopian tubes (causing pyosalpinx), to the mouths 
of the tubes (causing local adhesive peritonitis, which 
probably results in sterility), or to the peritoneum, 
where it may cause general peritonitis. 

The gonococcus may escape into the blood from any 
of these lesions, and the results of this occurrence are 
arthritis, ulcerative endocarditis and meningitis; the 
two latter are rare. 

The search for the gonococcus may have to be made 
(i) in urethral pus from either sex, (2) in pus from the 
cervix uteri, (3) in pus from the conjunctiva, (4) in pus 
from the meninges, tubes, peritoneum, or other region, 
whether removed by operative measures or at a post- 
mortem examination, (5) in the blood, or (6) in the 
urine. It is to be noticed that the gonococcus rarely, 
if ever, attacks the vagiaa, and that in cases of vaginitis 
the cervical secretion should be examined. 

In the vast majority of cases cultural examinations 
are quite unnecessary. This is fortunate, for the gono- 
coccus does not grow readily on artificial media. The 
organism has. well marked morphological characters, 
and the deductions drawn from these characters need 
only be corroborated in cases of generalised infection or 
of meningitis, in which the results are to be published 
{as they should be), and must, therefore, be proved 
be)rond doubt. In such cases the services of a bacterio- 
logist should be called in if possible : or the material 
may be collected in pipettes with the most careful 
precautions as to asepsis and forwarded at, once to a 
laboratory. 
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Method op Making the Films. 

The pus is to be spread out into thin films at the time 
at which it is taken, and this is true whether the prac- 
titioner intends to make the examination for himself, or 
is about to send the material to a laboratory. Gonor- 
rhceal pus should never be forwarded dried on a piece 
of cotton-wool or enclosed in vaccine tubes. 

The films are to be made thus: — Take. two clean 
slides and place two or three platinum loopfuls of the 
pus on the centre of one of them ; sterilise the needle 
and lay it down. Now take the other slide and apply 
its centre to the pus and allow it to fall on to the first 
slide by its own weight ; do not squeeze the slides 
together. Then slide them apart, keeping each in its 
own plane until they are entirely separated. This will 
give you two excellent films. Allow them to dry and 
fix them in the fiame. 

The films may also be made on cover -glasses, exactly 
the same process being adopted, except that it .will be 
necessary to squeeze the two lightly together. The 
fixation is accomplished by passing the cover-glasses 
rapidly through the flame. 

These are the methods by which films ate spread in 
all cases ; the way in which the pus should be obtained 
varies somewl^at with the nature of the case. 

In the male it is advisable to cleanse the meatus and 
to reject the first drop of pus, taking the second with a 
platinum loop and proceeding as before. Antiseptic 
precautions are entirely unnecessary, as no attempt is 
to be made to get cultures. If the patient is suffering 
^om phimosis, and there is a purulent discharge which 
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may be due to goaorrhcea, chancre, soft sore, or to a 
non-specific balanitis, a similar method is adopted, but 
here many films should be taken, as a prolonged search 
may be required. If the patient suffers from a slight 
discharge in the early morning the best plan is to give 
him two clean sHdes. These are to be smeared across 
the meatus whilst wet with the discharge and allowed 
to dry. 

In the female it is necessary to obtain the pus directly 
from the urethra ; it may be expressed by the finger in 
the vagina. The first drop should be rejected. 

If the patient is suffering from cervicitis or endo- 
metritis the pus should be taken direct &om the cervix, 
a speculum being used. 

It is absolutely necessary that you should spread the 
films at once, even if you are having the examination 
made at a distance. It is next to useless to send pu$ 
dried on linen, cotton-wool, a Volkmann's spoon, or 
even in a thick layer on a slide. The diagnosis may be 
made from material sent in this way, but the difficulties 
are much greater, and in some cases the results are less 
certain. 

Preparation of films from conjunctival pus presents 
no difficulties. The same is true of pus from the tubes 
or other internal regions, whether it is exposed by 
operative interference or at a post-mortem examination. 

Instructions for the examination of the blood are 
given subsequently. A considerable number of films 
should be taken, as the cocci are present in but very 
small numbers. 

The urine may be examined in the female if a local 
examination is not considered advisable, or in the male 
to obtain evidences as to whether the disease is cured 
or not. The morning urine should be examined. It 
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should be mixed with a small quantity of carbolic lotion 
or other antiseptic and allowed to settle for twenty-four 
hours ; it is much better to use a centrifi^e if one is 
available. In cases where we require evidences as to 
cure after an attack of gonorrhcea the urine is examined 
after gentle massage of the prostate. 



Staining of Films. 

One film is to be stained by a simple stain such as 
methylene blue or carbol-thionin. The other is to 
be stainedtby Gram's method, and then in dilute carbol- 
fachsin for half a minute. Bismarck brown may also be 
employed but is hardly as good. 

Examination of films. — First take the specimen in which 
the simple stain has been used and examine it with the 
oil immersion lens. You will see that it shows number- 
less cells with very irregularly lobed nuclei ; these are 
the pus cells or polymorphonuclear leucocytes. There 
will also be some flat squamous epithelial cells. 

The gonococci will be stained even deeper than the 
cell nuclei, and will be mostly contained within the pus 
cells. If you see a cell which contains numerous small 
blue or violet granules bring it into the centre of the 
field and examine it more thoroughly, to see whether 
the granules have the characters of the organism which 
we are about to describe. 

The gonococcus is a large diplococcus, each compon- 
ent of the pair being shaped like a kidney, the hilum 
being turned toward that of its fellow. Single forms 
(which may be rounded) and tetrads are sometimes seen. 
It does not stain by Gram's method, and this is one of 
its most important features. Another important point is 
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its arran^ment ; during the height of an attack of 
gonorrhoea it is almost entirely intracellular, being 
contained within the polymorphonuclear leucocytes. 
Further, several pairs occur in each cell, and, the great 
majority of cells are entirely devoid of cocci. 

If the organism which you find possesses these char- 
acteristics turn to the specimen which has been stained 
by Gram's method and counter- stained by carbol- 
fuchsin (Plate I., fig. 6). In this all bacteria which 
retain Gram's stain will be coloured violet, while organ- 
isms which do not retain it will be red. You must 
therefore search for groups of diplococci contained 
within the cells and possessing the above .character- 
istics. They will not be so prominent as in the other 
specimen, for the cells, nuclei, &c,, will be coloured red 
also, and the contrast is not so great. But if the case 
is one of gonorchcea you will find them after a careful 
search. 



Interpretation of Results. 

You are justified in considering a case to be one of 
gonorrhoea if in films made from the pus : — 

1, Large kidney-shaped diplococci are present. 

2, These cocci occur within the pus cells, and at 
least four pairs (Foulerton) in each affected cell. 

3. The vast majority of cells are entirely free from 
cocci. 

4. The organisms in question do not s'tain by Gram's 
method. This is an absolutely essential point. 

If cocci which answer to the above description, 
except that they are not enclosed within cells, the case 
may still be one of gonorrhoea. The gonococcus is 
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frequently extra-cellular during the early stages of an 
attack of urethritis, and, though to a less extent, during 
its involution, whilst cases sometimes occur in which 
a considerable number of the cocci lie free during the 
whole course of the disease. 



CHOLERA. 

The diagnosis of cholera can only be made on clinical 
grounds alone during an epidemic, as other diseases 
present almost identical symptoms and course. The 
importance of making a correct diagnosis arises less 
from the interests of the patient than from those of the 
general public ; if the case is one of true Asiatic cholera 
the sanitary authorities must be notified and the fullest 
precautions taken to prevent the spread of the disease. 
In all suspicious cases a quantity of the rice-water 
stools (in a bottle sterilised by boiling or by dry heat 
and securely packed) should be forwarded at once to a 
public laboratory. Meanwhile the diagnosis may be 
established with a fair amount of certainty by the 
following simple tests :— 

1. Take a platinum loopful of the dejecta and spread 
it in a thin film on a clean slide ; dry, fix, and stain 
■with carbol-fuchsin for three minutes ; wash, dry, and 
mount. 

2. Prepare another film and stain by Gram's method. 



Examination of the Films. 

The spirillum of Asiatic cholera is about half as long 
IS a tubercle bacillus, or rather longer, and much 
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thicker. It is slightly curved, hence the name of the 
" comma bacillus," the comparison being to a German 
comma; it looks very like a caraway seed {Plate II., 
fig- 5)- 

In the carbol- fuchsia specimen vast numbers of these- 
curved rods will be seen; probably few other organisms, 
if any, will be present if the case is one of true cholera. 
Two or more rods may often be found joined together 
with their concavities turned in opposite directions, 
giving the whole the appearance of a very elongated 
spiral. In the stools (but not usually in cultures) the 
individual rods have frequently a parallel arrangement, 
presenting the appearance of " shoals of fish swimming^ 
up stream." 

If you see these appearances examine the Gram 
specimen. Very few organisms will be visible, as the 
cholera vibrio does not retain the stain when treated in 
this way. 

If vibrios having the above characters are present 
proceed as follows : — 

3. Take two or three small flasks (preferably steri- 
lised by heat) and add to each 100 c.c. of water, i 
gramme of peptone, and J gramme of common salt ; 
boil thoroughly and allow to cool. This forms a culture 
medium in which the cholera vibrio will grow very 
rapidly and other organisms far more slowly. 

Inoculate each flask with a loopful or two of dejecta ; 
plug each with cotton-wool and incubate for 8 to i2 
hours at 37° C. If cholera vibrios are present the 
cultures will conform to the following tests : — 

a. There will be a film on the surface. This will be 
more marked after a few hours longer. 

h. This scum will present the microscopic appear- 
ances described above, except that the vibrios are 
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usually somewhat straighter than those which occur 
in the stools and the " fish in stream " arrangement is 
not marked. They will not stain by Gram's method, 

c. The addition of a small quantity of pure strong 
sulphuric acid will give a pink or crimson tint. This is 
the " cholera-red " reaction and is caused by the action 
of sulphuric acid on indol in the presence of a minute 
quantity of a nitrite; many other organisms (e.^., the 
bacillus coli) produce this colour after the addition of 
a nitrite, very few without it. The cholera vibrio pro- 
duces nitrites as well as indol. 



Interpretation of Results. 

In a case in which the above phenomena are ob- 
served, the inference that the patient is suffering from 
true Asiatic cholera is so strong that the authorities 
should be notified and the fullest precautions taken. 

A case in which they are absent is almost certainly 
not one of true cholera. 



PLAGUE. 

The bacteriological diagnosis of plague should be 
made by an expert ; not because it is difficult, but be- 
cause so much hinges upon it, at least in this country. 
A brief account of the method by which a practitioner 
who was unable to obtain expert help might proceed 
may not be out of place. 

The plague bacillus is a short and rather thick rod 
which occurs in vast numbers in the bubo, in the blood, 
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and in the internal organs. It does not stain by Grain's 
method, and when stained by other processes it often 
exhibits a characteristic polar staining, the ends of the 
bacillus being coloured deeply, whilst the intervening 
portion remains colourless (Plate 11. , fig. 4). It might 
be mistaken for a diplococcus ; it could not be mistaken 
for the pneumococcus (to which it has some resem- 
blance) as that organism stains by Gram. Degenerate 
forms which resemble cocci, &c., often occur in cul- 
tures, but are seldom met with in the body during 
life. 

The diagnosis may be made by an examination of 
fluid aspirated fcom the bubo or of the blood. In 
bubonic cases the former method should always be 
adopted, as the bacilli are present therein in vast 
numbers and generally in pure culture ; the amount of 
fluid which has to be removed is very small, even if 
cultures have to be taken. 

When this is not the case two Alms should be made 
in the way already described, fixed and stained, the 
one by dilute carbol-fuchsin or Loffler's blue and the 
other by Gram's method. If the bacilli are present 
they will appear as short oval rods which may or may 
not exhibit the polar staining ; if the specimen has been 
stained for the proper length of time (about 2 minutes) 
most of them will do so, but in aoy case it will most 
likely be present in a few. The Gram specimen will 
not show these rods ; there may be a few pus cocci 
present as a secondary infection. 

The blood is examined by any of the methods to be 
described subsequently, and a very careful search made, 
as the numbers of the bacilli may be comparatively 
scanty. 

If a careful examination of stained films made firom 
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a bubo does not show the organisms having the above 
characteis, it is probably safe to say that the case is not 
one of plague. 



SOFT SORE. 

A very strong case has been made out in favour of 
the view that the bacillus described by Unna and by 
Ducrey is actually the cause of soft sore, though the 
proof does not rest upon the solid ground demanded by 
Koch. The bacillus has never been cultivated outside 
the body, and the chief proof of its pathogenicity rest 
upon the fact of its invariable presence in true soft sores. 
It is hardly correct to say that it is invariably absent 
from other sores, unless, indeed, we extend somewhat our 
conception of what a soft sore really is ; for the author 
has found bacilli which were indistinguishable from 
these in sores which were exactly like those which 
follow herpes preputialis, though more severe than is 
generally the case. But it is quite possible that future 
research will show that the bacillus varies greatly in 
virulence, and that it is only under certain circum- 
stances that it produces typical soft sores. At present 
all we can say about the diagnostic value of the organ- 
ism is that its presence in the secretion from an ulcer 
affords strong evidence that the case is really one of 
chancroid, and that its absence almost certainly nullifies 
such a diagnosis. It is scarcely necessary to say that 
syphilis and soft sore {or gonorrhoea and soft sore) may 
be inoculated at the same time, and the lesions appro^ 
priate to both diseases may be present simultaneously, 

.The bacillus in question is a short straight rod, less 
than a quarter the length of the tubercle bacillus, and 
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Qot much longer than the bacillus of influenza. It is 
rather thick in proportion to its length, its length being 
only about three times its breadth. It does not stain 
by Gram's method ; it stains, indeed, with some difiB- 
culty, and powerful stains (such as dilute carbol-fuchsin 
or Loffler's blue) should be used. It is best demon- 
strated in films made from the deeper parts of a typical 
soft sore, for the superficial parts contain bacteria of all 
sorts, and the recognition of Unna's bacillus is not easy 
unless it is obtained in large numbers. 

The bacteriological examination for this bacillus has 
most often to be made in cases of urethral sore or of a 
sore concealed beneath a phimosis. The method of 
obtaining the specimen is the same in both cases. A 
fairly stiff platinum loop is inserted beneath the prepuce 
or into the urethra, and moved gently about until the 
most tender spot is found. -This should be scraped as 
forcibly as the patient will allow, and the loop with- 
drawn, care being taken that the mass of secretion is 
not wiped off in so doing. Several films should then be 
made, the secretion being rubbed up on the slide with a 
drop of water. They should be stained with either of 
the stains mentioned above for five minutes or more ; it 
is an advantage to warm them gently. They are then 
rinsed in water, dried, and mounted, and examined 
thoroughly with an oil-immersion lens. 

When buboes occur in the course of soft sore the pus 
they contain should be examined for this organism as 
soon as they are opened ; the interest in this is chiefly 
scientific, for opinions are divided as to whether they 
are caused by this germ or by pyogenic bacteria. In 
three cases examined by the author, it was found (in 
very scanty numbers) on one occasion, staphylococci on 
another, and no bacteria of any sort in the third. 
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Examination of the hair and scales from the skin are 
of very great value to the dermatologist. It settles 
conclusively the question whether a patient is or is not 
suffering from ringworm, and often gives important in- 
formation as to prognosis ; and may enable us to say 
whether the disease has probably been derived from a 
human source or has been contracted from one of the 
lower animals. 

Where the mere diagnosis of ringworm is in question 
an examination of the hair or scales after soaking in 
liquor potassse is often sufficient. The materials are- 
placed in a drop of the solution on a slide and covered 
with a cover -glass ; aftef a quarter of an hour or so the 
specimen is carefully examined under the microscope, 
using a J in. lens and a small diaphragm. The spores 
appear as spherical or oval highly refractile bodies 
which can hardly be mistaken for anything but fat 
globules. This possible source of fallacy may be re- 
moved by soaking the hair in ether before applying the 
liquor potassae. 

This is a rapid and simple method, but it does not 
enable us to diagnose the nature of the fungus with 
certainty, except in very typical cases, and when spores 
are scanty they are readily overlooked. It is a very 
great advantage to employ some method of staining. 
These are by no means difficult, though they are some- 
what tedious. Two processes, both modifications of 
Gram's method, will be given. 
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Morris's Method of Staining Hairs, Scales, &c, 

RequisiUs. — I. Anilin gentian violet, carbol-gentiao 
violet, or carbol-fuchsin. 

2. Gram's iodine solution. 

3. Atiilin oil to which sufficient iodine has been added 
to give it a deep mahogany colour. 

4. Anilin oil. 

5. Xylol. This is not necessary unless the specimens 
are to be kept permanently. 

6. Blotting paper. 

7. Slides, cover-glasses, and balsam. 

■ Process. — Take the hairs from the edge of the sus- 
pected area, and cut off all the free portion except a 
piece about a quarter of an iifch long. The root and 
the part of the shaft next to it are all that are to be 
examined. Several of these hairs can be stained at the 
same time. 

Stain in a watch-glass full of stain, or on a slide for a 
quarter of an hour or longer ; it is an advantage to 
warm the stain gently, and it will penetrate better if the 
hairs have been previously washed in ether, though this 
is not absolutely necessary. 

Remove the hairs from the stain and place them on a 
slide ; if already on a slide pour off the stain. Dry 
them with blotting paper and pour on the iodine 
solution ; allow it to act for five or ten minutes. It is 
an advantage to blot the specimen after a minute or two 
and apply a fresh lot of the solution. Blot thoroughly. 

Now decolorise in the solution of iodine in anilin oil. 
This should be poured off and replaced occasionally, 
and the specimen examined under a low power of the 
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microscope. When the decolorisation appears to be 
complete pour off the solution and replace it by anilin 
oil ; allow this to act for a minute or two. 

If the specimen is not to be kept permanently it may 
now be mounted in balsam and examined at once. If 
it is to be kept the anilin oil must be washed out by 
several applications of xylol. Mount in balsam. 

Adamson's method gives even better results, but is 
somewhat more tedious. 

Requisites. — i. Liquor potassie. 

2. Dilute alcohol — about 15 per cent. 

3. Anilin gentian violet or its substitutes. 

4. Gram's iodine solution. 

5. Anilin oil. 

6. Xylol. 

7. Blotting paper. 

8. Slides, cover -glasses, and balsam. 

Process. — Prepare the fragments of hair as before, 
rejecting the free portions. Place them on a slide, add 
a drop or two of liquor potasste and apply a cover-glass. 
Allow the liquor to act for a quarter of an hour or 
twenty minutes. 

Now place a large drop of dilute spirit at one edge of 
the cover-glass and a piece of blotting paper at the oppo- 
site sdgfi ; this will suck up the potash and the spirit will 
run in and replace it. After a few minutes lift off the 
cover -glass and wash the hairs gently in more spirit. 
This will harden them. Dry, If epithelial scales are 
being examined they may be fixed to the slide or cover- 
glass by heat in the usual way. 

Stain in anilin gentian violet for half an hour or less. 

Pour off the stain, blot gently, and pour on Gram's 
iodine solution. Allow this to act for five minutes. 
Blot again. 
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Decolorise with anilin oil, pouring it off and applying 
a fresh lot from time to time. The process may take an 
hour or more, and the specimen should be left under the 
microscope and examined occasionally. 

When the decolorisation is complete {i.e., when the 
color is seen to be present in the fungus only), blot 
gently, and wash thoroughly with xylol. Mount in 



The specimens are to be examined under an J in. 
objective. A higher power is unnecessary. 



Fio. 20. — Microsporon Audouini.' 

There are certainly three, and possibly more species 
of ringworm which occur in England, and the fungus 
of favus is closely allied and is demonstrated by the 
same process. 

The microsporon Audoui«i is the most common species 
of ringworm fungus in this country, being responsible 
for about eighty or ninety per cent, of all cases. It is 
-the small spored fungus, and it may be distinguished 
by the fact that its spores are arranged in an irregular 

* Figs. 30, at, 22 are from Curtis's " Essentials of Bacteriology " 
(Longmdns). 
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mosaic and not in chains (fig. 20). It does not invade 
the interior of the hair, but forms a sheath of spores and 
mycelium outside the submerged portion of the hair ; 
this sheath projects for a short distance above the sur- 
face of the scalp and may be seen with the naked eye. 

This fungus usually attacks the scalp in children. 
It is very rare in adults, and it rarely attacks other 
regions than the head. It is thought by some to be 
always caught from a human case of the disease, but 
there are reasons for thinking that it may be derived by 
infection from the horse or cat. 



Fio. 21. — Trichophyton endothrix. 

The most important clinical fact about the micro- 

sporon Audouini is that ringworm caused by it is 
extremely intractable and may run a prolonged course 
in spite of the most skilful treatment. 

The trichophyton endothrix attacks the interior of the 
hairs, and forms long chains. Its spores are somewhat 
larger than those of the preceding species, but the 
difference is not great ; the organism is most easily 
recognised by the chain-like arrangement of its spores, 
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and by the fact that they lie within the hair, the cuticle 
of which usually remains intact (fig- 21). 

This fungus is a rare cause (in this country) of ring- 
worm of the scalp, and the disease caused by it appears 
to be somewhat easier to cure than that due to the 
microsporon, though opinions on this point are divided. 
It also attacks other regions of the body, causing tinea 
circinata or eczema marginatum. 

It always appears to be derived from a human case, 
and never by infection from animals. 



Fio. 31. — Tiicbophytoo ectotbrlx from a case of kerion. 

The trichophyton utotkrix (like the microsporon) forms 
a sheath round the outside of the hair, to which it is 
closely applied, like the bark to a tree. The spores are 
about as large as in the preceding species, and are 
arranged in chains ; this fact, together with the position 
of the fungus with regard to the hair, will enable a 
diagnosis to be made (fig. 22). 

In some cases this organism does tend to invade the 
hair, and in this case the name "endo-ectotfarix" is 
applied to it. 
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This fungus is a rare cause of ringworm of the scalp, 

and the disease it causes is readily cured. It also 
causes ringworm of the body and of the beard region, 
which the endothrix does not attack. According to 
Sabouraud (to whose work on these organisms we owe 
most of our knowledge on the subject) kerion is always 
caused by this organism, but this is not generally 
accepted. It appears, however, to be a fact that sup- 
purative lesions (folliculitis, kerion, &c.) are usually 
caused by this fungus. 

This species is often derived from one of the lower 
animals, especially from the horse, cat, and dog. 

Favus is caused by a closely allied organism, the 
ackoritm Sckonlanii. This may be demonstrated by 
either of the processes already described. It consists 
of mycelial threads which are not continuous, but are 
composed of short rods. The whole has an appearance 
which has been compared to that of the metatarsal 
bones, and this resemblance is increased by the fact 
that sometimes several filaments radiate from one point, 
forming the " favic tarsus." 

The identification of the variety of organism which is 
present does not usually present great difficulties. The 
first point to be looked to is the arrangement of the 
spores. If these are present in an irregular mosaic the 
microsporon is present ; if they form filaments some- 
what resembling those of a streptococcus the organism 
is a trichophyton. To settle which it is look to see 
whether the cuticle is present, and whether the fungus 
invades the interior of the hair. This can usually be 
determined by focussing up and down until you see an 
" optical section " of the hair in question. It is impor- 
tant not to be deluded by the fact that the fungus which 
lies on the outside of the hair will appear to be inside it 
if a surface view only is taken. 
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COIiIiECTION AND BXAMINATION' OF 
CERTAIN MORBID MATERIALS. 

Methods of collection and examination of :— 

Fluids from the pleural cavities. 

Fluids from the synovial cavities. 

Fluids from the meninges (lumbar puncture). 

Pus. 
Materials obtained at post-mortem examinations. 
The blood, including : — 

1. Enumeration of red corpuscles. 

2. Enumeration of leucocytes. 

3. Preparation of blood films, 

4. Examination for the parasite of malaria. 

5. Bacteriological examination. 
Solid materials by sections. 



THE COLLECTION OF PATHOLOGICAL 

EXUDATES. 

A bacteriological examination of the inflammatory 
exudates which collect in the various cavities of the 
body often yields important information as to the 
nature of the morbid process, suggests treatment, and 
influences our views as to the prognosis of the con- 
dition. This is especially the case with the fluids 
which collect in the pleura, the membranes of the brain 
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and cord, and the joiDts. In some cases all the needful 
information may be obtained by the examination of 
stained films, cultures being unnecessary ; and in these 
cases no anti- or aseptic precautions (other than those 
which are dictated by the interests of the patient) are 
necessary. But in the greater proportion of cases this 
is not enough, and cultures must be obtained. To this 
end it is absolutely essential that the most scrupulous pre- 
cautions should be taken against contamination of the 
fluid by the organisms which are constantly present in 
the air and in the skin, or the results will be worthless. 
The precautions taken must be as complete as those 
which are used before an operation upon a joint. 
Indeed, a fresh precaution has to be taken, for whereas 
the presence in the skin of a small quantity of an anti^ 
septic would not be detrimental to a surgical operation, 
it might, by getting into the fluid, nullify a bacterio- 
logical examination. Hence the skin must be aseptic 
and free from any antiseptic chemical, 

The technique, as far as aseptic precautions are con- 
cerned, is as follows : — The skin at the region to be 
punctured is first thoroughly cleaned with soap, hot 
water, and (if the patient can stand it) a nailbrush. 
Then layer after layer of some reliable antiseptic lotion 
is painted on, each layer being allowed to soak in before 
the next is applied. The most suitable lotions for the 
purpose are perchloride of mercury (i in looo) biniodide 
of mercury, (i in 500 of methylated spirit) or carbolic 
acid (1 in 20). 

After being allowed to act for at least ten minutes 
the skin is to be thoroughly cleansed with methylated 
spirit ; this should be rubbed in with a piece of cotton- 
wool and should be poured copiously over the area. 
The operation may now proceed. 
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Where possible it is preferable to apply a dressing of 
lint soaked in one of the above lotions (which need be 
of only half the strength) for a few hours. 

The puncture may be made by means of some sort of 
exploring syringe, or by means of a hollow needle with- 
out any means for aspiration. The former is used for 
the removal of fluid from the pleura or synovial cavity, 
the latter in performing lumbar puncture. But it is 
necessary that the whole of the instrument used should 
be rendered sterile by heat ; chemical antiseptics are 
quite inadmissible. In the case of a hollow needle no 
diiSculty occurs ; some hypodermic syringes, however, 
will not stand boiling, and these are useless for the 
purpose, as the apparatus which is to be used must be 
boiled for at least five minutes. 

We shall now deal with the most important cavities 
of the body, describing the methods to be employed in 
the investigation of the inflammatory exudates which 
they may contain, and the inferences which may be 
drawn from the results of the examination. 



THE PLEURA. 

There is but little to be said about the method to be 
employed in the collection of fluid from the pleural 
cavities. The most careful antiseptic precautions are 
to be taken, and the region to be punctured should be 
decided by consideration of the physical signs. 

The examination of the fluid thus obtained may be 
either microscopical, cultural, or by injections into 
animals. If the latter are required (and inoculation 
should be performed in all cases where a tubercular 
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origin is suspected) a considerable quantity of the fluid — 
an ounce or more — should be enclosed in a bottle which 
has been sterilised by boiling, and forwarded at once. 

Where the diagnosis is to be made by cultural 
methods, and the cultures are not to be made on the 
spot, the fluid is best stored or sent to a laboratory in 
pipettes. These are to be flUed from the syringe direct ; 
the needle is to be removed and the end of the pipette 
(sterilised by being passed through the flame) is passed 
into the fluid and filled by gentle suction at the other 
end. Each end is then sealed in a flame, care being 
taken not to heat the fluid. Two or three such tubes 
should be sent. 

Clear fluid from the chest rarely, if ever, shows any 
micro-organisms on microscopical examination. Cul- 
tures are usually sterile ; where streptococci or pneu- 
mococci are found the inflammation is likely to pass on 
into suppuration. The great majority of these cases of 
" simple " acute pleurisy are really due to the tubercle 
bacillus, but their true nature can only be demonstrated 
hy inoculation experiments. 

Where any question arises as to the nature of a case 
of simple pleurisy the practitioner is recommended not 
to attempt the examination himself, but to send samples 
of the fluid in pipettes to a laboratory ; if animal experi- 
ments are necessary a larger quantity of fluid should be 
sent in. a steriHsed bottle. 

Purulent pleurisies (empyemata) may be caused by 
many organisms, the most common being the pnemo- 
coccus, streptococci, staphylococci, and the tubercle 
bacillus. 

The pneumococcus is readily demonstrated by a 
microscopical examination, the method to be employed 
being the same as that previously described. 
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The pus in these cases is thick and creamy, and of a 
greenish colour ; after it has stood for some time a thin 
layer of a greenish fluid appears upon the surface. 

When an empyema is due to the pneumococcus alone, 
no other organisms being present, the prognosis is dis- 
tinctly better than in cases in which other organisms 
are present, and the patient has been known to recover 
after simple aspiration. 

The streptococcus is also readily demonstrated by a 
simple microscopical examination ; it grows readily on 
agar, forming small round colonies which do not tend 
to coalesce and are more opaque in the centre than in 
the periphery. 

The pus is not generally very thick, and has a yellow 
colour. It separates into two layers, the upper trans- 
parent layer being much more abundant than is the case 
with pneumococcic pus. 

This is the commonest and most dangerous form of 
empyema. Thorough drainage is essentiah 

Staphylococcic empyemata, according to Netter, are 
very rare ; the single case in which he found the staphy- 
lococcus alone was secondary to ulcerative endocarditis. 
He also states that when this organism is found in the 
pus tubercle bacilli are often present as well. 

The prognosis of these cases, therefore, appears to be 
bad. 

The tubercle bacillus is responsible for a compara- 
tively small number of cases ; and the results of opera- 
tive interference are not gratifying. The prognosis is 
worse than in any other form of the disease. 

The diagnosis may be made from a careful micro- 
scopical examination, but to this end it must be careful, 
as the bacilli are present in but scanty numbers. 

If no organisms are found after a thorough micro- 
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scopical examination, the inference is that the case is 
tubercular. If a cultural examination is also negative 
the inference becomes almost a certainty. 

Having these facts in view the practitioner is recom- 
mended to proceed to examine cases of purulent pleurisy 
in the following manner :— The pus is to be withdrawn 
with a hypodermic needle or exploring syringe, and a 
few drops deposited at once on the surface of a culture 
tube of agar:* this is to be incubated at the body 
temperature. 

The microscopical examination is made in the manner 
described for pus, a simple stain and also Gram's stain 
being used. The presence of streptococci, staphylo- 
cocci, and pneumococci will be revealed ; bacilli may 
be present, and in this case it should not be forgotten 
that the tubercle bacillus stains by Gram's method. If 
no organisms are found in these films, or if there are 
organisms which resemble the tubercle bacillus in 
general appearance, another specimen should be sub- 
mitted to prolonged staining in hot carbol-fuchsin and 
decolorisation in dilute sulphuric acid, and thoroughly 
searched for the tubercle bacillus. If the result is 
negative several other films should be searched. 

The cultures are to be examined after twenty-four 
hours' incubation. The pneumococcus will produce 
tiny colourless colonies on the surface of the agar ; the 
streptococcus forms similar small colourless colonies, 
but these are distinctly more opaque in the centre; 

* The practitioner is recommended to inoculate the culture 
directly from the hypodermic needle. The cotton-wool plug is to 
be withdrawn somewhat and the projecting end thoroughly singed 
in the Hame: the needle (still attached to the syringe) is then pushed 
through the plug, and a drop or two of the fluid expelled directly on 
to the surface at the medium, A similar device may be employed 
where the fluid ia collected in a pipette. 
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staphylococci form aa even film like a streak of paint ; 
and the tubercle bacillus does not develop. Films 
should be made from the cultures, stained and exam- 
ined. The cultural examination is of great value, but 
much can be made out by the examination of stained 
films made directly from the pus. 



. FLUIDS FROM JOINTS. 

The technique of the process of withdrawing these 
fluids is exactly the same as in the case of pleurisy ; the 
needle will naturally be inserted at a point where there 
is definite evidence of the presence of fluid, and where 
it lies near the surface. 

The bacteriological examination is conducted on 
exactly similar lines. A few drops of the fluid should 
be allowed to flow on to the surface of a sloped tube 
of agar, and the culture obtained after twenty-four 
hours' incubation examined in the manner already de- 
scribed. Films should also be made directly from the 
fluid and some stained by Gram's method and others 
by a simple stain such as carbol-thionin. 

A great number of organisms may be present ; the 
streptococci, staphylococci, the pneumococcus, gono- 
coccus, and tubercle bacillus are the most important. 
The coccus which has been described by several ob- 
servers as the cause of acute rheumatism cannot be 
.considered as of diagnostic importance at present ; the 
same remark applies to the bacillus which is probably 
the cause of rheumatoid arthritis. 

Streptococci are readily distinguished on microscopi- 
cal examination and may be present even if the fluid 
is perfectly clear. When they are present in a joint 
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which is not the seat of a perforating wouDd they indi- 
cate a general infection with the streptococcus, ulcer; 
tive endocarditis, &c., and the prognosis is most grave, 
The author was enabled to diagnose a case of strepto- 
coccic septicasmia a few hours after the onset of sym- 
ptoms by finding numerous chains in a single drop oi 
clear fluid aspirated from the knee-joint. The clinical 
aspect was at that time very similar to that of severe 
rheumatism, and the case had been so diagnosed. 

In such cases the use of anti-streptococcic serum 
offers some hope to the patient, and should be tried. 

Staphylococci are generally found in cases of arthritis 
due to perforating wounds, or in the course of a general 
infection. They may also occur along with the gono- 
coccus in cases of gonorrhceal arthritis. 

The pneumococcus occurs in general infection .from a 
primary focus in the lung, middle ear, &c., or the course 
of ulcerative endocarditis. 

The gonococcus occurs in some cases of gonorrhceal 
arthritis ; it may be present in pure culture, or it may 
be mixed with other organisms, especially the pus cocci. 
In other cases of gonorrhceal arthritis no bacteria are 
found, either microscopically or on cultural examina- 
tion, and in these the bacteria have probably died out 
before the fluid was withdrawn. 

The tubercle bacillus may be found in cases of tuber- 
cular synovitis, but it is far more probable that the 
most careful search will be unsuccessful. If bacilli 
having the general appearance of this organism are 
found in the Gram specimen, the carbol-fuchsin method 
of staining should be applied to a fresh film. 

Fluid from a joint may be sterile in cases of tuber- 
cular synovitis, gonorrhceal arthritis, synovitis due to 
an aseptic injury, rheumatism, gout, or rheumatoid 
arthritis, &c. 
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LUMBAR PUNCTURE. 

Fluid may be removed from the spinal meninges for 
a bacteriological or other examination by means of 
Quincke's lumbar puncture. The information furnished 
by this means is often of very great value ; in fact Osier 
says that " during tho past ten years no single measure 
of greater value in diagnosis has been introduced." 
The process is simple, easy, and entirely devoid of 
danger, and can be carried out without an anaesthetic. 

Requisites.— I. A suitable needle. In children the 
spinal meninges will be reached at a depth of 3-4 centi- 
metres (roi^hly i-ij inches) while in adults the depth 
may be twice as great. The needle should not be less 
than 2^ inches long for an infant and 4 inches for an 
adult, and should be sharp and strong. An antitoxin 
needle will answer every purpose. Aspiration is un- 
necessary, and no syringe is required. 

2. Materials for disinfection of the patient's skin and 
(if cultures are to be taken) the bands of the operator. 
Hot water, soap, alcohol, ether, perchloride lotion (i in 

3. Apparatus for boiling the needle in a dilute solu- 
tion of washing soda.* 

4. Spray for local anesthesia. (If used). 

5. A test-tube sterilised by dry heat and plugged 
with dry cot ton -wool. 

6. If cultures are to be taken the tubes of medium 
should be inoculated at the time of the operation if 

* If posBible the needle should be sterilised by dry heat previous 
to the opecHtion and kept in a tube plugged at both ends with 
cotton-wool as in the method tecommended for the collecticn of 
blood for bacteriological e: 
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possible. The medium required will depend to a great 
extent upon the nature of the organism which is ex- 
pected. If there are no indications upon this point the 
most suitable medium is solidified blood-serum, but in 
default of this ordinary agar will answer well. If the 
case is thought to be one of cerebro-spinal fever the 
most suitable medium for the cultivation of the specific 
organism (Weichselbaum's diplococcus intra- eel lularis) 
is alkaline 5 per cent, glycerin -agar, and a couple of 
tubes of this medium should be at hand, as well as 
blood-serum or ordinai-y agar. 

Process.—i. Prelimtnaty.— As in removal of fluids for 
bacteriolf^ical examination from other parts of the 
body, it is better if the skin can be sterilised some hours 
before the operation and a pad soaked in an antiseptic 
fluid kept on the area until the last moment. This is . 
sometimes impracticable, and the process will be de- 
scribed as if it were performed at a single visit. 

Put the needle to boil in a weak solution of washing 
soda, and proceed to the disinfection of the patient's 
back. When the needle has boiled for ten minutes 
remove the vessel from the flame and allow it to cool 
without removing the needle. 

Place the patient on his left side and find the pro- 
cesses of the second, third, and fourth lumbar vertebrie. 
A line drawn between the upper points of the iliac 
crests usually cuts the spine at the upper edge of 
the spinous process of the fourth lumbar vertebra. 
Scrub the skin in this vicinity with soap and hot 
water; wash the region with alcohol and then vrith 
ether and allow it to dry ; paint on several layers of 
perchloride lotion, allowing each to soak in before the 
next is applied ; cover the region with a piece of lint 
soaked with lotion and proceed to disinfect your hands. 
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Lastly, pour some alcohol on to the skin of the patient's 
back to wash off the excess of the antiseptic. 

2. operation. — Position. — Get the patient (still lying 
on his left side) to draw up his knees so as to flex his 
back somewhat, and to turn partly over on to his face. 
It is scarcely necessary to say that the operator must 
not touch the patient, as his hands have now been 
sterilised. 

Identify the processes of the third and fourth lumbar 
vertebrae and mark the centre of the space between 
them by means of the index finger or thumb of the left 
hand. If local anaesthesia is to be employed freeze the 
skin round a point about one-third of an inch to the 
right of the middle line, opposite the spot marked by 
your left finger or thumb. Take the needle in the right 
band, holding it like a pen, and enter it at a point level 
with the centre of the interspace, and i cm. (a little less 
than one-third of an inch) to the right of the middle 
line. Direct it forward, slightly upwards, and sUgkify 
inwards, and press it in with a steady and uniform 
pressure ; this must be applied accurately in the axis of 
the needle, or the latter may bend and take a wrong 
direction. 

If the needle strikes against bone withdraw it almost 
completely and push it on again after changing its 
direction slightly. If bone is again encountered it may 
be advisable to try again in the interspace between the 
second and third processes. 

3. Collection of fluid and inoculation of media. — The first 
few drops of fluid which escape may be stained with 
blood ; in this case it should be rejected. Allow a few 
drops of the fluid to flow directly on to the surface of the 
media without touching the glass. Collect also some of 
the fluid (r-4 drachms) in the sterilised empty tube. 
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If Qo fluid flows through the needle it is presumptive 
evidence against the presence of acute meningitis. A 
"dry tap" may, however, occur from plugging of the 
needle with fibrin, or from its point coming in contact 
with a nerve root (Osier), and in some cases of menin- 
gitis the purulent exudation is too thick to flow through 
the needle. 

4. Examination of the fluid. — a. Naked eye. — When 
meningitis is present the fluid is always more or Jess 
turbid, and some observers hold that the turbidity is 
greater in proportion to the severity of the case. Osier 
has pointed out that the fluid may be alternately turbid 
and clear, being clear during the remissions, and turbid 
during the exacerbations of the disease. Blood-stained 
fluid may occur in meningitis or from hEemorrhage into 
the cerebral or spinal meninges apart from inflamma- 
tion. The presence of clear iiuid affords strong evi- 
dence of the absence of meningitis, but in tubercular 
meningitis the amount of turbidity may be very slight. 

b. Microscopical. — Prepare films of the exudate in the 
manner recommended on p. 131 if the fluid is thin and 
watery ; if it is thick and purulent treat it like ordinary 
pus. Stain by any of the methods recommended for 
the examination of the blood (Jenner's stain being most 
convenient) and examine. 

The presence of leucocytes (except in very small 
numbers) indicates meningitis. If the bulk of the 
leucocytes are lymphocytes (indicated by their small 
size, large, circular, deeply staining nuclei, and ab- 
sence of granules) the presumption is that the case 
is one of tubercular meningitis. In meningitis due to 
other bacteria the chief cell is the polynuclear leuco- 
cyte; this may be recognised by its larger size, 
its twisted (apparently multiple) nucleus, and, if 
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the Staining method has been appropriate, by the pre- 
sence io its protoplasm of minute granules which stain 
with eosin. The fluid may also contain red blood 
corpuscles and shreds of fibrin. 

This examination is hardly necessary except in cases 
in which a tubercular origin is suspected. 

c. Chemical. — Cerebro- spinal fluid removed from a 
person who is not suffering from meningitis contains a 
very minute amount of albumen, while when the 
meninges are inflamed the quantity is greatly increased. 
The method of testing these small amounts of albumen 
are hardly within the reach of practitioners ; if a con- 
siderable amount of fluid has been obtained a small 
quantity should be tested by heat and acetic acid and 
the amount of opacity noted. 

d. BacUriologkal.—Th^ chief organisms which cause 
acute meningitis are given in the following table, which 
is modified from one given by Osier : — 

not dependent on an obvious lesion elsewhere in Ihe 

Cerebro- spinal fever — 

a. Sporadic l ^eichsilbaum'i diblococcus. 

b. Epidemic i 
Pneuraococcic — 

a. Pneumococcic infection of meninges alont\ 
not dependent on disease of distant paita of I 
the body. I Pnmmococ- 

b. Pneumococcic infection of meninges occurring r cui. 
as part of a general septicasmia without! 
obvious primary lesion. j 



A. To direct extension from local disease of the cranium, middle 
car, fosBX, spinal column, &c. 
Pneamociiccus. 
Siaphylecocci. 
Slrtptvcocci, &•€. 
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B. To 9eptic3:mLc infection due to disease in a distant part of the 

17. Pneumococcic — 

Secondary to pneumonia, endocarditis, &c. 



I. Pyogenic — 

Secondary to abscesses, &c., 
general infection. 
Staphylococci. 
Streptococci, &-c. 
. Gonorrhceal — 

Secondary to gonorrhoea. 



d. Tubercular- 

Secondary to tuberculosis of othei regions. 
Tubercle bacillus. 

e. Miscellaneous — 

Secondary to typhoid fever. 

Typhoid bacillus. 
Secondary to influenza, 

Infiiienta bacillus. 
Secondary to anthrax, &c. 

Anthrax bacillus, £■£. 

Of these the organisms which are most Uiely to occur 
are Welch selba urn's diplococcus, the pueumococcus, the 
tubercle bacillus, streptococci, and staphylococci. The 
examination for these bacteria may be carried out by 
means of stained films or cultures. 

Preparation of films. — If the fluid is thick and purulent, 
films should be prepared, dried, and fixed in the 
ordinary way. If the fluid is thin and watery it should 
be allowed to stand for some hours. A certain amount 
of coagulation will take place and the sediment which 
collects will contain the bulk of the micro-organisms. 
This sediment should be removed by means of a pipette 
or platinum loop and films prepared from it. The 
subsequent examination will depend to some extent 
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upon the nature of the organism which is probably 
present ; for general purposes stain one or more films 
with Loffler's methylene blue (two minutes), wash, dry, 
mount, and examine. 

Streptococci and staphylococci will be readily re- 
cognised by their morphological characters. If diplococci 
are present they may be pneumococci, Weichselbaum's 
diplococci, or gonococcj. Stain a film by Gram's 
method and counterstain In dilute carbol-fuchsin in the 
method described for the gonococcus. Pneumococci 
will retain the violet stain, while Weichselbaum's 
organism and gonococci will be coloured red. 

Weichselbaum's diplococcus meningitidis inlracellularis is 
now generally considered to be the specific cause of 
cerebro-spinal fever. It is a medium-sized diplococcus, 
the components of the pairs being approximately hemi- 
spherical in shape and having their flat surfaces turned 
towards one another. This organism has a strong 
resemblance to the gonococcus, and this likeness is 
increased by the facts that it is decolorised by Gram's 
method and that it is mostly contained within the 
polynuclear leucocytes of the inflammatory exudation. 
The two differ in their cultural characters and in their 
pathogenicity to animals. If any question should arise 
as to which of the two is present in the meningeal 
exudation in a case in which no cultures have been 
taken, some help may be afforded by the fact that the 
diplococcus meningitidis often occurs in th.& nasal secretion 
in cerebro-spinal fever. It is scarcely necessary to say 
that other evidence of gonorrhceal infection should be 
sought for. 

Still's diplococcus of posterior basic meningitis can- 
not be distinguished from the diplococcus meningitidis 
by its morphological characters alone, and many bac- 
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teriologists think the two organisms are in reality 
identical. 

The rarer causes of iHentngitis.—Th.^ bacilli of typhoid 
fever, anthrax, influenza, &c., may also be recognised in 
the methylene blue specimen, and should be identified 
(if possible) by a careful study of their morphological 
appearances and reaction to Gram's stain. 

If no organisms are found in the methylene blue 
specimens after a careful search, and if the characters 
of the fluid are such as indicate that meningitis is 
present, the presumption is that the case is one of 
tubercular meningitis. Films should be stained in 
the method already described (p. 72) and carefully 
searched ; the bacilli are present in very scanty num- 
bers, and many films may have to be examined before 
one is found.* 

Cultural examination. — The tubes which have been 
inoculated by allowing the fluid to drop directly on to 
the surface of the medium are to be incubated for 
twenty-four hours at the body temperature. Strepto- 
cocci, staphylococci, pneumococci, and the rarer organ- 
isms will probably have developed by this time, and 
will have formed colonies such as have been previously 
described, Weichselbaum's diplococcus forms (on blood 
serum) " round, whitish, shining, viscid looking colonies 
with smooth, sharply defined outlines which attain a 
diameter of one to one and a half millimetres in twenty- 
four hours." The colonies on agar are similar but 
slightly larger, and the growth may become confluent. 

• Lenharz adds a shred of clean cotton-wool to the fluid. This 
sinks slowly to the bottom, and is withdrawn after some hours, 
spread on a slide, dried and stained for tubercle bacilli. The author 
has bad no experience of this n.ethod, but Mr. Leed ham-Green 
infonns him that it is of considerable value. 
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If no colonies appear on blood-serum or agar at the 
end of forty-eight hours the case is probably due to the 
tubercle bacillus or the gonococcus. In some cases of 
cerebro- spinal fever the diplococci in the exudate are 
all dead, and cultures remain sterile. 

Interpretation of Results, 

The discovery of Weichselbaum's diplococcus indi- 
cates that the case is one of cerebro- spinal fever. The 
chief importance in making the diagnosis (apart from 
the fact that it may throw light upon the occurrence of 
several cases of meningitis within a short space of time 
by proving the existence of an epidemic) arises from the 
fact that the prognosis is decidedly better than in other 
forms of meningitis. 

Meningitis due to the pneumococcus may arise from 
dissemination from pneumonia or other pneumonic 
lesion, by spreading from the middle ear, &c., or may be 
primary. The examination of the exudate throws no 
light upon this point, and the cause of- the infection 
must be sought for on ordinary clinical lines. 

Tubercular meningitis is proved by the presence of 
tubercle bacilli in the fluid, and is indicated by sterile 
cultures, absence of bacteria from the stained films, and 
predominance of lymphocytes. 

The other varieties of meningitis do not call for 
special mention. 

The chief value of lumbar puncture to the surgeon is 
that it enables him to diagnose a concomitant menin- 
gitis (which would negative an operation) in cases of 
lateral sinus thrombosis and cerebral abscess. The 
fluid usually becomes bloody within twenty-four hours 
of a fracture of the base of the skull or laceration of the 
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brain. This may assist in the diagnosis of obscure 
injuries, or of the cause of a case of unconsciousness in 
which no history can be obtained. 

HEemorrhage into the meninges is indicated by the 
withdrawal of blood-stained fluid, but it must be 
remembered that the first few drops may contain a 
small quantity of blood which has entered the needle 
during its passage through the tissues, while the rest is 
clear. Blood-stained fluid may occur in meningitis, 
and should be submitted to a full examination for 
leucocytes and bacteria. 

Transmission of fluid to public laboratory. — If the prac- 
titioner is unable to examine the fluid the best method 
to adopt is to collect it in a long and narrow test tube 
(sterilised by dry heat) and to seal the neck of the tube. 
Or he may forward it in a bottle sterilised by boiling 
and plugged with a cork which has also been boiled, 
but this method is not so good. 



THE COLLECTION OF PUS. 

When a simple microscopical examination has to be 
made the collection of pus presents no difliculties, as 
the few bacteria which may gain access from the skin 
or the air will not lead to error. The case is otherwise 
where cultural examinations have to be made, or where 
the material has to be transmitted to a laboratory. 
Here the material should be collected in a pipette. 
This is to be at hand when the abscess is opened ; both 
ends are to be broken off and passed through the flame 
two or three times. The pipette should then be held 
by an assistant or put with the end which is to be 
inserted into the pus projecting over the side of the 
table so as not to come into contact with any object. 
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When the abscess has been opened a considerable 
quantity of pus should be allowed to flow out, and the 
sterilised pipette is then to be passed through the 
incision (care being taken to avoid contact with its 
sides) and the pus carefully sucked up into the bulb. 
The fluid thus obtained may be used to inoculate 
cultures there and then, or both ends of the pipette 
may be sealed in the flame and the pipette sent to a 
laboratory. 

The Examination of Pes. 

The organisms which may cause pus are extremely 
numerous, the most important being streptococci, 
staphylococci, the pneumococcus and the gonococcus, 
the bacilli of typhoid fever, tuberculosis, and glanders, 
the bacillus coli communis, the bacillus pyocyaneus 
(the organism which produces blue pusl, and the fungus 
of actinomycosis. In the majority of cases the organism 
which is present in a given sample of pus can be 
determined by a microscopic examination of films 
prepared in the usual way and stained by a simple 
stain, such as carbol-thionin. A specimen should also 
be stained by Gram's method and the results compared. 

When cultural examinations are required they had 
better be carried out in a public laboratory. If the 
practitioner should desire to carry them out for himself 
he had better make stroke cultivations on agar in the 
manner described on page 22, and incubate them for 
twenty-four hours at the temperature of the body. The 
appearances of the colonies will be similar to those 
described as occurring in cultures made from the blood, 
to which the reader is referred. It is to be noted, 
however, that the gonococcus will not grow under 
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such circumstances unless the surface of the medium 
has previously been coated with blood. 

Another method is to make gelatin plates. This is a 
very simple matter if the materials are at hand. 

Requisites. — r. Two or three tubes of gelatin. 

2. Two or three sterilised Petri's dishes, 

3. A platinum needle — a loop will be best. 

Process. — Inoculate a gelatin tube in the manner de- 
scribed on p. 22, and then melt it by immersion in 
warm (not hot) water. 

Distribute the pus throughout the melted gelatin by 
rolling the tube between the hands, and by tilting it 
from side to side. Do not shake, and do not let the 
melted gelatin touch the cotton-wool plug. 

Take a loopful of the gelatin and transfer it to a 
second culture tube. Melt the gelatin in this and mix 
as before. Proceed to inoculate a third tube from the 
second one if you think it probable that the pus is very 
rich in organisms. 

Now take the first tube and singe the projecting part 
of the wool plug and heat the mouth of the tube in 
order to destroy any germs which may be upon it ; 
allow it to cool. 

Place the Petri dish on the table in front of you and 
raise the lid sufficiently to allow you to insert the end of 
the test-tube ; do this, and tilt the latter so that the 
melted gelatin flows into the dish. Immediately replace 
the lid, and tilt and roll the dish until the gelatin forms 
an even film over its whole lower surface. Place it on 
a flat table to set. Repeat the process with the other 
tubes. Incubate at about 20° C. for two or three days. 
Examine the dishes, placing them on the stage of the 
microscope and using the low power. Each organism 
will have grown into a small colony, which will resemble 
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those which are described in the section on the blood. 
There will be slight differences, but not enough to lead 
to error if the examination of the colonies is supple: 
mented by an inspection of stained iilms. 

The pneumococcus, gonococcus, the fungus of actino- 
myces, and the tubercle bacillus will not grow on these 
plates ; and the bacillus of glanders will grow feebly, if 
at all. 

In a day or two longer the plates will, in some cases, 
be found to have undergone a decided change. If 
liquefying organisms are present the colonies will soon 
become depressed below the general surface of the 
medium and will be surrounded by haloes which 
consist of liquefied gelatin. This will happen with the 
staphylococci and the bacillus pyocyaneus ; not with 
the streptococci, the typhoid bacillus, nor with the 
bacillus coli. 

The bacillus of blue pus can readily be distinguished 
from the staphylococci by its morphological appearance 
(it is a slender rod) and by the fact that the gelatin 
round the colony is coloured blue or bluish-green, the 
growth itself being nearly white. 

Interpretation of Results, 

The information which is obtained by a study of the 
bacteria in pus is of more scientific interest than of 
practical importance. It is the situation of the collec- 
tion of pus rather than the bacteria causing it which 
influences treatment and prognosis. A Hst of the more 
important results which are produced by the chief pyo- 
genic bacteria may be of interest. 

Staphylococci are the chief producers of localised 
suppuration in the skin — such, for instance, as that 

U.g.VK.yG00glc 



COLLECTION OF PUS. I39 

which occurs in boils, carbuncles, impetigo, folliculitis, 
&c. They may cause abscesses in any part of the 
body, and may also give rise to general infections, 
ulcerative endocarditis, &c. 

Streptococci usually cause spreading inflammation of 
the type of erysipelas or cellulitis. They are common 
causes of osteo-myelitis and suppurative and septicemic 
or pyjemic processes connected with the puerperium. 

In general infections which are due to streptococci 
the use of anti- streptococcic serum may offer the only 
hope for the patient. 

The pneumococcus often produces suppuration in con- 
nection with the respiratory system, especially empyema. 
It also causes many cases of suppurative otitis media 
and meningitis. 

The bacillus of typhoid fever sometimes causes abscesses 
in connection with the bones after (sometimes long 
after) typhoid fever. It has been found in other sup- 
purative conditions, e.g., empyema. 

The tubercle bacillus gives rise to "cold abscesses," 
usually in connection with bone. The suppuration 
which occurs in the walls of phthisical vomicse are due 
to other bacteria, chiefly streptococci and staphylococci. 

The bacillus of glanders only causes suppuration in the 
specific lesions of the disease when these run an acute 
course. 

The bacillus coli communis is the chief cause of sup- 
puration occurring in connection with the abdominal 
viscera, especially of peritonitis due to perforation of the 
intestine and appendicitis. It frequently attacks the 
urinary passages, causing cystitis, &c. 

The bacillus pyocyaneus causes blue pus, usually in 
connection with the skin or subcutaneous tissues. 

The fungus of actinomycosis has been dealt with already. 
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COLLECTION OF MATERIAL AT POST- 
MORTEM EXAMINATIONS. 

The saprophytic bacteria which occur in such vast 
numbers in the skin and alimentary canal during life 
undergo very rapid multiplication after death ; hence, 
in cases where bacteriological examinations have to be 
made the sectio should be performed as soon as possible 
after death. 

The materials which should be examined in all cases 
are the heart-blood, the spleen, and the liver, and the 
following methods are to be employed. 

The heart-blood should be collected in the method 
which has been described previously (see p. 42), and 
cultures may be made upon the spot, or the pipettes 
sent to a laboratory. 

The spleen may usually be examined in the same way. 
If it is so firm and hard that no fluid rises into the pipette, 
it should be treated in the same way as the liver. 

Cultivations should be made from the liver at the 
time when the autopsy is performed. The organ 
should be cut in half, and a small portion of the cut 
surface deeply seared with a hot iron. This area is 
then to be perforated with a stout platinum needle and 
the culture media inoculated at once. 

If the material has to be sent to a distance and no 
culture tubes are at hand a different course must be 
adopted. The simplest way is to cut out a cube of 
liver substance from the centre of the organ, and to sear 
every pari of its surface with the flat of a red hot knife. 
The block {which may be about as large as a lump of 
sugar) must be dropped at once into a steriHsed bottle 
and sent to the laboratory where the examination is to 
be made. Another plan is to sear the surface of the 
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block and then to tie a piece of string round it and dip 
it quickly into melted paraffin (a candle will do) and 
allow the coating to set ; the dipping is to be repeated 
several times, and the specimen (string and all) may 
then be packed, without further precautions. In any 
case it must reach the laboratory as soon as possible. 

Where cultural examinations are not required small 
portions of the organs should be placed in a suitable 
hardening fluid as soon as possible. 

Other solid organs are treated in the same way. 
Fluids (pus, the contents of cysts, pericardial or other 
fluid, &c.) should be collected in pipettes in the r 
adopted for the heart-blood. 



EXAMINATION OF THE BLOOD. 

A clinically complete examination of the blood in- 
cludes : — 

1. A determination of the number of red corpuscles 
present per cubic millimetre. (Normal numbers being 
5,000,000 in the adult male and about 4,500,000 in the 
female) . 

2. A determination of the number of leucocytes pre- 
sent per cubic millimetre (the normal is between 4,000 
and 10,000). 

3. A determination of the amount of haemoglobin 
expressed as a percentage of the normal amount. 

4. An examination of stained specimens to ascertain 
the presence or absence of abnormal corpuscles, and the 
relative proportions of the leucocytes present. 

In addition to these it is sometimes necessary to 
make : — 

5. A determination of the presence or absence of 
parasites. 
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ESTIMATION OF THE RED CORPUSCLES. 

The best apparatus for the estimation of the number 
of corpuscles (whether red or white) is the Thoma- 
Zeiss heemocytometer. It should be provided with two 
pipettes, and costs about thirty-six shillings. 

Examine the pipettes. Each has a small bulb con- 
taining a little glass ball and a stem which is graduated 
into several parts below the bulb, and has a single 
transverse graduation above it. 

The pipette intended for use in counting the leuco- 
cytes may be distinguished by the fact that it has the 
figure II over the single transverse graduation above 
the bulb. 

There are two sorts of pipettes used for counting the 
red corpuscles. In the one form the stem below the 
bulb is divided into ten parts, the upper one (nearest 
the bulb) being marked i, and the middle one 0-5 
(fig. 23, S). In the other one the same portion of the 
stem is graduated into three portions numbered j^, 
yi^, and ^^ ; the figure mentioned first is placed 
nearest the bulb. These pipettes are used in the same 
way, and it is quite immaterial which is obtained ; we 
shall describe the use of the first form. 

The rationale of the method is this: — Blood is sucked 
up to one of the divisions on the lower part of the stem, 
and then an inert diluting fluid is drawn up to the 
single mark above the bulb, and the two mixed by 
rotating the whole apparatus for a minute or two. 
This gives us a dilution of blood of definite strength, 
the exact amount of dilution depending upon the 
amount of blood which was taken. Thus, if blood had 
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been drawn up to the figure i we should have a dilution 
of I in 100, while if blood had been drawn up to the 
figure 5 the dilution would be -5 in 100, or i in 200, and 




so on. In the case of the other form of pipette the 
dilution is read off directly from the figures on the lower 
stem. 

The diluted blood thus obtained is spread out in a 
film of a definite known thickness on the slide supplied 
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on the instrument {fig. 23, a). This is ruled in squares, 
and the squares are of known size. The amount of 
blood lying upon each square is thus known, and the 
number of corpuscles which lie upon it being counted 
under the microscope, all the data for the calculation 
are obtained. 

In blood examinations it is absolutely necessary that 
all points in the technique should receive the most 
careful attention, or the result will be worse than 
useless. For this reason we shall describe each step in 
the process at some length, and advise the practitioner 
to make several estimations before placing any reliance 
whatever on his results. 

Requisites, — i. The htemocy to meter. 

2. A needle suitable for obtaining a small quantity of 
blood. A Hagedorn's needle is the very best that can 
be used, and an ordinary triangular surgical needle will 
answer very well. 

3. Diluting fluid. There are a good many formulae 
for this, and some are rather complicated. Isotonic 
saline solution (common salt -5 per cent.) will answer 
perfectly; it is advisable to add to it a small quantity 
of some stain, methyl violet being the best, although 
gentian violet will do very well. This colours the lettco- 
cytes, so that they are readily distinguished from the 
red corpuscles.* 

4. A microscope having an ^ inch lens which will 
focus through the thick cover-glass supplied with the 
h^mocytometer. If the examination is not to be made 
by the bedside a strong india-rubber band a little 
shorter than the pipette should be carried. 

* The following formula is better: — Distilled water, i5o c.c-; 
glycerine, 30 c.c. ; sodium sulphate, S grams ; sodium chloride, i 
gram ; methyl violet, a trace. 
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Process. 

1. Pricking the patient. — The blood may be procured 
from the convex border of the lobe of the ear or from 
the lateral surface of the last phalanx of the finger. 
The advantage of the former situation is that the pain 
is very slight, the skin being thin, and that the patient 
cannot see what you are doing and is not likely to start 
at the critical moment. It is to be recommended for 
children and nervous women. The advantage of the 
finger is that the skin is free from hairs, and these are 
objectionable in the preparation of film preparations by 
the cover-glass method; an additional advantage is that 
the patient can put his hand into the position most 
convenient to you and you have not to lean over him. 

The area of the skin to be punctured is washed 
with soap and water and then with pure water, and 
wiped dry. No other sterilisation is necessary unless 
you are also taking blood for bacteriological purposes. 
The needle is sterilised by being passed slowly through 
the flame of a spirit lamp or Eunsen's burner ; the area 
of skin to be pricked is taken between the finger and 
thumb of the left hand, and a rapid and fairly deep stab 
made with the needle. The skin is then released and a 
drop of blood allowed to exude ; this is wiped away and 
the next drop which oozes out is used for examination. 

The skin must never be pinched when blood is being 
withdrawn ; the blood must always be allowed to ilow 
out naturally. 

2. Filling the pipetU. — The degree of dilution is deter- 
mined by the number of corpuscles per cubic millimetre 
which you expect to find. If the patient is anaemic use 
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I in 100; if he has approximately the normal number of 
corpuscles, or if you have reason to think that they be 
present in increased quantities, use a dilution of i in 130 
or I in 200. 

Having decided upon the degree of dilution insert the 
tip of the pipette into the drop of blood lying on the 
skin, take the bone mouth-piece attached to the india- 
rubber tube in your mouth, and suck the blood up to 
the appropriate mark. If air bubbles gain access blow 
the blood out and begin again. If you over-shoot the 
mark remove some of the blood by touching the tip of 
the pipette against some absorbent cotton-wool. Now 
remove the pipette from the blood and wipe oflf the 
excess with your finger; prevent blood from flowing 
out by placing the tip of your tongue in the aperture 
of the bone mouth-piece. Place the tip of the pipette 
in the diluting fluid; a small quantity should be poured 
out into a watch-glass or other suitable vessel, so as to 
avoid any possibility of allowing some blood to escape 
into the stock bottle and invalidating a subsequent obser- 
vation. Suck the diluting fluid slowly into the pipette 
until it reaches the single mark above the bulb ; it is 
best to rotate the pipette between the finger and thumb 
as you do so. 

Now remove the pipette from the diluting fluid, pre- 
venting escape of fluid from the bulb by placing the tip 
of the tongue on the aperture of the mouth-piece as you 
do so ; then place the tip of the finger over the aperture 
of the pipette (fig. 23, S) and proceed to mix the con- 
tents by rotating the pipette and by turning it over and 
over. It is hardly necessary to say that it is useless to 
shake it. 

If the examination is to be made at a distance remove 
the india-rubber tube and stretch an india-rubber band 
so as to close both apertures of the pipette. 
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3. Preparation of the specimen. — The slide which is 
supplied with the instrument consists of a thick and 
perfectly flat slip of glass (fig. 23, 0) on which is 
cemented a glass square having a round hole in its 
centre {W). In the centre of the hole thus left there 
is a circular disc of glass (B)\ this inner disc is nvade 
of glass which is exactly t^ of a millimetre thinner than 
that of which the outer glass is constructed. When 
the whole cell is covered with a perfectly flat cover- 
glass {D) there will, therefore, be a space exactly -^ of 
a millimetre between the lower surface of this cover- 
glass and the upper surface of the central disc; this 
space is to be filled with the diluted blood. 

Slide and cover-glass are to be wiped clean with 
a soft handkerchief moistened with water and then 
thoroughly dried; there must not be the minutest 
particle of dust on any part of the surface. 

The slide and cover-glass being ready, mix the con- 
tents of the pipette as you did before (this must always 
be done immediately before making the specimen, no 
matter how carefully it had been done a short time 
previously) and blow out about half of the fluid in the 
bulb ; this is to wash the diluting fluid out of the lower 
part of the stem. Now clip the india-rubber tube firmly 
between your finger and thumb so as to prevent the 
access of air, and, therefore, the escape of fluid, and wipe 
the tip of the pipette from all fluid ; this may be done 
with the forefinger. Place the tip of the pipette on the 
centre of the central disc of the slide and relax your 
pressure on the india-rubber tube so as to allow a smail 
drop of fluid to escape; this is perhaps the most difficult 
part of the process, and the exact amount which must 
be allowed to fall on to the slide can only be learnt by 
experience. 

1.2 
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Cover the slide in this way : — Place your finger at the 
side on the glass square on the slide, and apply the 
cover -glass, letting it rest against your finger ; lower it 
gently in place with a needle or other suitable object- 
When it is in place press it gently with the needle at 
each corner in succession, and look at it obliquely so 
as to see the light reflected from the surface. If the 
slide and cover-glass are in sufficiently close contact 
you will see Newton's rings (looking like the eye of a 
peacock's feather} round the point at which you are 
applying pressure. If you do not see this the inference 
is that there is some dust between the slide and cover- 
glass; you must clean both and begin again. 

If you have taken the right amount of fluid the drop 
should extend exactly to the edge of the central glass 
disc, but should not run over into the "moat" (r). 
If this happens, or if there are any bubbles under the 
cover-glass, you must begin again. If the drop does not 
quite extend to the edge of the central disc no great 
harm is done. 

4. Focussing ike specimen. — This is somewhat difficult 
for beginners, and merits a short description. Place 
the slide under the microscope, taking care to get it 
accurately centred, and examine it with the low power. 
You will find that the central disc is ruled into squares 
like a chess-board (c). Get these squares into the 
centre of the field. 

Do not forget you are dealing with an unstained 
object ; use a flat mirror and a small diaphragm. The 
examination is often easier if artificial light is used. 

Now turn on the high power (^ in. or ^ in.) and 
screw it downwards until it almost touches the cover- 
glass; look down the microscope and focus gently 
upwards, using the fine adjustment and keeping a 
careful lookout for the rulings. 
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Some } in. lenses focus too near the object to be of 
any use. If this is the case you must either get an 
objective specially for the purpose, or a cover-glass 
which is hollowed out in the centre. These can be 
bought from the same place as the haemocytometer. 

If the rulings of the slide are indistinct they may be 
darkened by rubbing them with a very soft lead pencil. 

5. Counting the corpuscles. — Move the slide about until 
you have come to one corner (preferably the left upper 
corner) of the ruled area. You will see that each 
iifth space is marked off by a line running down its 
centre ; this is to guide the eye and facilitate counting. 
If you exclude the spaces which are thus marked with a 
double line the whole area will be marked out into 
a series of large squares, each consisting of 4 X 4 = 16 
smaller squares (fig. 24). It is convenient to count the 
smaller squares in these groups of i6. At least a hun- 
dred of the smaller squares, i.e., six of the large groups 
and four small squares, should be counted. 

In counting one of the smaller squares it is convenient 
to begin with the corpuscles which are lying in the 
middle of the square, and then to count those which are 
lying on the lines. In dealing with these you count 
those which are lying on the upper and left hand lines 
as being within the square, and those that are on the 
lower and right hand lines as being without it ; if you like 
you may reverse this, but you must keep to the same 
method throughout (see fig. 24). 

A few white corpuscles will be met with in every 
case, while if the blood was taken from a patient with 
leucocytosis or leucocythEemia there will be many. 
They may be distinguished from the red corpuscles by 
their greater refractivity, or, if a stain has been used in 
the diluting fluid, by their being faintly tinged. It is 
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scarcely necessary to say that they should not be 
counted. 

6. The calculation. — The best way of calculating the 
number of corpuscles present from the data thus 
obtained is the following: — 

First add up the number of corpuscles in all the 
squares which you have counted and divide the sum by 
the number of squares counted. This gives the average 
in each square. 



c 



councea in square a ; o, □, in o ; c, m i^. 

Now the space enclosed between each square and the 
cover-glass above it is ^Jg- of a millimetre deep, ^ of 
a millimetre wide, and -^ of a millimetre long; its 
cubic capacity is therefore ^ X ^c X ^ = s^ of 
a cubic millimetre. Therefore the -jj,^ part of a 
cubic millimetre contains the number of corpuscles 
which we have already found as the average. 

But the square contained dilated blood ; if the amount 
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of dilution was i in 100 tiie amount of blood contained 
in the space over each square was ^^^ part of ^irss °^ 
a cubic millimetre. 

Therefore, the number of corpuscles which has been 
determined as being the average per square is contained 
'^ io ' oo °f xAn ^^ * cubic millimetre of undiluted blood, 
the dilution being taken as i in 100. 

Hence the number of corpuscles in one cubic milli- 
metre of undiluted blood is obtained by multiplying the 
average per square by the number which expresses the 
dilution (in this case 100) and then by 4000. 

It may be expressed as a formula, thus: — 

If n is the total number of corpuscles counted, 
5 is the number of squares counted, 
and if the dilution is i in d. 

Then the number of corpuscles per cubic millimetre 

is- X a X 4000. 

Example. — Suppose that we have counted roo squares 
and have found that they contain 1200 corpuscles. 
Then the average per square is 12. 

Then la^ of a cubic millimetre of diluted blood 
contains 12 corpuscles. 

^^' T^ °^ Tjhn °f undiluted blood contains 12 cor- 
puscles, supposing the dilution was r in 100. 

Therefore, one cubic millimetre of undiluted blood 
contains 12 x 100 x 4000 = 4,800,000 corpuscles. 

Or by the formula : — 

Number of corpuscles per cubic milHmetre : — 
1200 
X 4000 X roo = 4,800,000. 

The beginner is strongly advised to work out the 
problem at full length until he has become absolutely 
familiar with the reasons for all the steps. 
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ESTIMATION OF THE NUMBER OF 
LEUCOCYTES. 

All the steps are similar to those just described at 
full length, except that a different diluting fluid is used. 

The diluting fluid is one which destroys ("lakes") 
the red corpuscles, but does not injure the leucocytes. 
It consists of a -3 or -5 solution of acetic acid (glacial) 
in water ; it is better to add a small quantity of methyl 
violet or gentian violet, so that the leucocytes are 
stained and thereby rendered more prominent. This 
solution is best prepared fresh or at any rate kept ia 
a well stoppered bottle. 

The pipette is distinguished from that used for the 
red corpuscles by its having the number 11 above 
the bulb. This indicates that if blood be sucked up 
to the mark i below the bulb, and diluting fluid up to 
the transverse mark above the bulb, the dilution will be 
I in 10, and so on. 

The blood should be sucked up to the mark 1 if a 
great excess of leucocytes is not expected. If Ijie case 
is one of leucocytosis a greater dilution is better, whilst 
if there is a great excess of leucocytes (such as occurs 
in severe leucocythasmia) it is best to use the red 
corpuscles pipette with a dilution of i in 100, but 
employing the acetic acid diluting fluid. 

In counting the squares a diiferent method has to be 
employed, as a far greater number of squares must be 
counted. Either you may count all the squares on the 
slide and then make a fresh preparation and count all 
the squares on it ; or you may adopt the following 
method, which is much quicker and, therefore, since it 
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permits of more squares being counted in a reasonable 
time, more accurate. 

Having focussed the rulings on the slide move the 
draw-tube of the microscope up and down until the 
upper and lower limits of the field of the microscope 
coincide exactly with two of the horizontal lines, and 
count the number of spaces (each enclosed between two 
horizontal lines) in the diameter of the field. Using a 
■J in. objective it will be found possible to arrange 
matters so that these are eight in number, and this will 
be found convenient, though any other number will do, 



The essential thing is that the upper and lower borders 
of the field shall coincide exactly with the rulings. We 
will suppose that the number is eight. Then the dia- 
meter of the field of the microscope is equal to eight 
times the length of a side of a square, and its radius is 
equal to four times the length of a side of a square. 
The total area of the field of the microscope is therefore 

4 X 4 X — -, {^ X ff, where v is taken as — ) or 50 and 

a fraction. Practically, therefore, when we look down 
the microscope after it has been adjusted in this 
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way we are looking at 50 squares ; and this fact enables 
us to dispense entirely with the rulings and count over 
the whole area of the disc with great rapidity. The 
slide is placed in position and all the cells which are 
seen in the field counted and the result noted down, or, 
preferably, dictated to someone else. The slide is then 
moved on until a perfectly fresh portion of the field 
comes into view ; it is advisable to go too far rather 
than not far enough. For this purpose (as for a great 
deal of blood work) a mechanical stage is a great 
advantage. In this way 2000 squares may be counted 
in a very short time ; it is an advantage, however, to 
count 1000 squares, i.e, 20 fields, and then to clean the 
slide and to prepare a fresh preparation from the duid 
which remains in the pipette and count another 20 
fields. 

The calculation is just the same as for the red cor- 
puscles, remembering that the dilution is very diiTerent. 
The average per square will of course be less than 
unity. The same formula is applicable. 

Immediately after use the pipettes must be thoroughly 
cleaned. The fluid which remains in the bulb must be 
blown out ; and for this purpose, as well as for the 
subsequent washings, it is an advantage to reverse the 
position of the india-rubber tube, so that the fluid may 
be blown out through the upper part of the pipette, this 
being the wider. The whole pipette must now be filled 
with water (preferably distilled) and the water blown 
out. This process is repeated, using absolute alcohol 
and allowing it to run out of the pipette without blowing 
it. Lastly, fill the whole pipette with ether, remove 
the india-rubber tube, replace it with the tube of an 
ordinary spray (such as is used for scent fountains, 
throat sprays, &c.) and pump air through until the 
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apparatus is absolutely dry. You can tell when this has 
happened by the fact that the ball inside the bulb will 
emit a clear ringing sound when the pipette is shaken- 
It is useless to attempt to dry the tube by blowing 
through it from the mouth. 

If blood has coagulated within the apparatus it must 
be digested out. Fill the whole with an artificial 
digestion fluid {pepsin and very dilute hydrochloric 
acid) and place it in a test-tube of the same fluid in a 
warm place for twenty-four hours. Then try to clean it 
as before and repeat the digestion if this is impossible. 



ESTIMATION OF THE AMOUNT OF 
H-EMOGLOBIN. 

There is no absolutely satisfactory apparatus for the 
estimation of the amount of hemoglobin in the blood at 
present on the market. Those which are chiefly used 
in this country are Gowers', and Oliver's. Gowers' is 
the simplest and by far the cheapest form ; the neces- 
sary manipulations are very easily learnt, but it is not 
easy to take exact readings. Indeed, the margin of 
error is very considerable. Oliver's hsemoglobino meter 
is a little more difficult to use, but it is somewhat easier 
to read ; its price prevents it coming into universal 
use. It is to be recommended where absolute results are 
required ; for clinical purposes when we wish to see 
whether a patient is or is not improving under treatment 
Gowers' will answer quite well. 

It consists of two tubes mounted in a small stand. 
One of these tubes is filled with a jelly tinted to 
represent the colour of normal blood of a certain 
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degree of dilution. The other is graduated into a 
hundred parts, the graduation being such that when 
20 cubic millimetres of normal blood are diluted with 
water up to the 100 mark the colour of the two tubes 
should be exactly the same. A pipette measuring 20 
cm. and a dropping bottle {which is to be filled with 
water) are also provided. 

Method 0/ Hje.— Place a few drops of water (preferably, 
but not necessarily, distilled) in the graduated tube. 



Fig. 26. — Gowers' H^mogloblno meter. 

Draw the blood in the usual way. Apply the tip of the 
measuring pipette to the drop and suck gently until the 
blood reaches up to the mark. Now put the tip of the 
pipette into the small quantity of water in the bottom 
of the graduated tube and blow out the blood ; suck 
water up the pipette until it reaches above the mark 
and blow it out ; repeat this process until the blood is 
thoroughly washed out from the tube- 
Place the two tubes side by side on a sheet of white 
paper in front of a well-lighted window which is not 
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exposed to direct sunlight ; look at them by the light 
which is reflected from this paper, and add water from 
the pipette belonging to the dropping bottle, drop by 
drop, until the colour in the two tubes is exactly the 
same. Read off the height of the column of diluted 
blood; this gives the percentage amount of haemoglobin. 

Oliver's hgemoglobinometer differs from that of 
Gowers' in that the degree of dilution is constant 
and the colour of the diluted blood is read off by 
comparison with a series of carefully graduated stan- 
dards. It consists of (i) a capillary glass tube with 
thick walls and ground ends, one of which is flat and 
the other pointed ; this tube is mounted in a metal 
handle, the other end of which serves as a stirrer 
(fig. 27, c) ; (2) a small cell with an opaque white 
bottom, and provided with a cover-glass which has 
a slight bluish tint (e) ; (3) a series of twelve coloured 
glass discs mounted over an opaque white back- 
ground (a) ; (4) certain small pink glass discs used 
as riders; {5) a short glass pipette with an india- 
rubber nipple at one end and a short length of india- 
rubber tubing at the other (d) ; the latter fits over the 
pointed end of the capillary tube mentioned first ; and 
(6) a small wax candle such as is used for Christmas 
trees. A camera tube lined with a green material is 
used to screen the eyes whilst the comparison is being 
made. 

Method of use : — Prick the patient in the usual way. 
Apply the polished end of the capillary tube to the 
drop of blood ; this will completely fill the tube, being 
drawn up by capillary attraction. When quite full 
wipe both ends of the tube with the fingers and apply 
the end of the glass pipette (previously filled with 
water) to the pointed end of the capillary tube. Now 
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squeeze the nipple gently so as to force the blood and 
(subsequently) the water drop by drop into the cell. 
Interrupt the process occasionally and stir the contents 
of the cell with the metal handle of the measuring tube. 
Continue to add water until the cell is exactly full ; 
this is the first step which presents the slightest diffi- 
culty. Apply the coverglass ; this must not enclose any 
air under it, nor cause any of the diluted blood to flow 
into the moat round the cell. 

The specimen is now ready for comparison with the 
standards. It is to be taken into a dark room and 
examined by the light of one of the candles. This is to 
be placed in front of the observer at a short distance 
from the specimen and standards, which must lie side 
by side. 

The viewing is best done by means of a camera 
tube which folds into the box containing the whole 
apparatus. It terminates in a diaphragm which is 
perforated by two small holes, one of which is to' be 
placed over the centre of the specimen and the other 
over the centre of the standard. The latter is to be 
moved about until a disc is found which nearly or quite 
corresponds in colour with the diluted blood in the cell. 
If the correspondence is exact the process is at an end ; 
the number against the disc in question represents the 
percentage amount of haemoglobin. If there is no disc 
which exactly matches the specimen the latter is placed 
against the disc which is nearest to it but not so deep in 
colour. For example, if we found that the specimen 
was darker than the disc numbered 50, but paler than 
that numbered 60, then it would be placed opposite to 
50. A slip of colourless glass is then applied over the 
specimen, and riders over the standard disc, until an 
exact match is obtained. If, in the case mentioned 
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above we had to add a rider marked 5 to the standard 
to bring about an exact match, the percentage amount 
of hcemc^lobin in the blood would be 55. 

It is an advantage to place cell and standards side by 
side rather than one above the other, for the upper and 
lower portions of the retina differ in sensitiveness to 
colour, whilst the sides do not. 



PREPARATION OF FILMS FOR STAINING. 

The processes to be described are the same whether 
we are making films for the purpose of investigating the 
nature of the corpuscles and cells contained, or for the 
detection of parasites. If, in the latter case, we are 
searching for the malaria parasite very good films are 
necessary, but if we are only looking for bacteria we 
may use films that are quite useless for a study of the 
blood itself. 

We shall describe two methods, one with cover- 
glasses and one with slides and cigarette papers. 



I. Method with Cover-glasses, 

RequisiUs. — i. Perfectly clean cover-glasses. These 
must have been cleaned with nitric acid, washed, and 
then soaked in ammonia, then washed in absolute 
alcohol and kept in a mixture of equal parts of absolute 
alcohol and ether. Immediately before they are re- 
quired for use they must be removed with a clean 
pair of forceps and dried with an old and soft handker- 
chief. They may then be passed through the flame. 
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2. Two pair of dissecting forceps. 

3. A needle for taking blood. 

4. A platinum loop having a diameter of about one- 
tenth of an inch is sometimes useful, especially to a 
beginner. 

Method. — The patient having been pricked and the 
first drop of blood wiped away, take up a cover-glass in 
one pair of forceps, holding the glass by its corner, and 
touch the drop of blood with it. In doing so take great 
care not to touch the patient's skin. There should now 
be a small drop of blood in the very centre of the cover- 
glass. This IS the difficult step ; you must not get too 
much nor too little blood, or the films will be useless. 
Now take up the second cover-glass in the other pair of 
forceps and place it on the top of the drop in such a 
.position that the corners of the two cover-glasses do not 
correspond. Release the upper cover-glass ; it will ap- 
proach the lower one, being drawn thereto by the 
capillary attraction caused by the presence of a small 
quantity of fluid between the two. 

At this stage you will see whether you have taken the 
right amount of blood or no. If you have, the drop will 
spread out, still retaining its circular shape, until it 
approaches the octagon formed by the intersecting 
edges of the two cover-glasses ; if you have taken too 
little it will not reach so far ; and if you have taken too 
much it will extend further and the upper cover-glass 
will float loosely on the lower. 

It is necessary to lay great emphasis on the fact that 
the cover-glasses must not be squeezed together, but 
must simply come together by capillary attraction. 

When the drop has ceased to spread take hold of the 
upper cover-glass with the forceps at a corner opposite 
to that of the lower cover-glass which you are still 
u 
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holding with the other pair of forceps ; draw the two 
apart with a steady even pull ; they should separate 
easily, and, if all the stages of the process have been 
properly carried out, leave you with two perfectly 
spread films. 

Here again you find whether you have taken the 
right amount of blood. If you have taken too little 
the cover-glasses will be very difficult to separate ; 
may indeed be impossible to do so without breaking 
them. If you have taken too much they will separate 
with great readiness and the blood will spread in 
uneven smears instead of forming a uniform film. 

A word is necessary concerning the method in which 
the cover-glasses are to be pulled apart. They must 
always be kept in the same plane ; if this is not done, 
and if the upper cover-glass is lifted from the lower one, 
the film will resemble the marks left on a knife which 
has been pressed upon butter and then lifted off; such 
films are useless. 

The blood may be taken by means of the platinum 
loop, and this is a good plan, as all danger of smearing 
the cover-glass upon the skin is avoided. If several 
films are to be taken a number of platinum loops should 
be provided, as the blood up>on them soon coagulates. 
The exact size of the loop can only be learnt by 
experiment, and when one has been found to deliver 
a drop of the right size it should be kept entirely for 
this work and carefully protected from injury. 



II. ^Iethod with Cigarette Papers. 

Requisites. — i. Perfectly clean sUdes. 

2. Some fairly stiff cigarette papers cut in half 
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longitudinally. Paper which is decidedly ridged or 
ribbed will not answer. 

3. Needle. 

Method. — The patient is pricked and the first drop of 
blood wiped away as before. One of the half strips of 
cigarette paper is now held in the right hand, the index 
finger being placed above the strip and the edges held 
between the thumb and index finger and the index and 
middle fingers respectively; this converts it into a 
gutter the convex edge of which is downward. The 
edge of this gutter which points away from you (and 
which IS formed by a machine-cut edge of the paper) 




Fic. 28.— Method of spreading films with cigarette paper. 



is now dipped into the drop of blood and a small 
quantity picked up on its lower surface. This lower 
surface is then placed on a clean slide parallel to one 
of its shorter edges and about half an inch from it, 
and pressed gently upon it so as to flatten out the 
paper gutter ; as this flattens out the edge of the drop 
of blood on its under surface will follow it. The strip 
of paper is now drawn towards the other end of the 
slide with a steady uniform movement, and in doing 
so the drop of blood is spread out into a long uniform 
film. In this way a film \ in. wide and 2 in. long can 
be made on a single slide. A fresh piece of paper is to 
be used for each specimen. 
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The author is of opinion that it is best to adopt the 
cover-glass method, as he has found that it presents 
fewer difRcuhies for beginners ; this is not the universal 
experience, and it is a good plan to try both and adopt 
that with which you get the best results. 



FIXATION OF BLOOD FILMS. 

If films are required simply for bacteriological pur- 
poses [i.e., to search them for bacteria) they may be 
fixed by passing them three times through the flame, 
just as if they were ordinary films. This, however, is 
not to be recommended in the study of the cells of the 
blood or of the parasite of malaria, though it answers 
very well in skilful hands. Three methods should be 
learnt, the method by heat, the alcohol and ether 
method, and the formalin method. Of these the first is 
necessary if Ehrlich's triacid stain is to be used, but the 
others are perhaps better for other stains. In addition 
to these we must mention that if Jenner's stain is used 
B preliminary fixation is unnecessary, as the fluid fixes 
the film and stains it at the same time. This is the 
method of blood examination which is most suitable 
for practitioners ; and it is doubtful whether it is not 
also the best for the most accurate and delicate 
scientific research. 



I. Method of Fixation by Heat. 

Slides or cover-glasses to be fixed by this method 
must be exposed to a temperature of 150° C. for 
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about five minutes — slides requiring a slightly longer 
time than cover-glasses. 

The ideal way is to use a dry air steriliser (see p. 8) 
to place the films in it whilst cold, to heat up to 150° C, 
and then to turn out the gas. In the absence of this 
apparatus a metal slab or plate such as has been 
recommended ior use in staining the tubercle bacillus 
answers well. It is mounted upon a tripod stand 
and the heat applied at one end. After a time the 
temperature of various portions of the plate are tested 
by the application of a few drops of water ; the point at 
which the drop assumes the "spheroidal state" {«'.«., 
takes the form of a sphere and does not wet the plate) 
is about the right point to use. The slides or films are 
placed at this point for the appropriate time. 



II. Fixation by Alcohol and Ether. 

This is very simple; the films are placed in a mixture 
of equal parts of alcohol and ether for at least half an 
hour. 

This method of fixation is perhaps the best that can 
be adopted for general purposes. 

III. Fixation by Formalin. 

There are several methods by which the fixative 
action of formalin can be used for blood work. Of 
these the use of a mixture of one part of formalin with 
nine parts of absolute alcohol answers perfectly. The 
films are immersed in this for half a minute and then 
washed thoroughly under the tap. 

This method of fixation is both good and rapid. 
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The author is of opinion that it is best to adop; 
cover-class method, as he has found that it iiilj=^ 



u:n;K.iGoO<^lc 



r<G BLOOD FILMS. 167 

■:ii is fixed by heat in the manner 
,i]vJ ihe stain is poured on to it and 

live minutes. The film is then 
., blulttnj paper and then by gentle 

^.. sji'ecn, red blood corpuscles orange, 
,.,;inil:itions bright red. The small 

-ions which are present in the poly- 
(tlie neutrophile granulations of 

1 violet. The b a sophile granulations 

-■.litable for the parasite of malaria, 

■ consists of a solution of a compound 
'iiie blue in methyl alcohol. It must 

prepared. Nothing could be more 
>■ in which it is used ; no preliminary 
y, the film being allowed to dry and 
.ill. After a period of from a minute 
' V. minutes the stain is washed off 
■"'-:r and the specimen dried and 

tain nuclei are stained blue, red 
lile granules red, and basophile 
iking feature of this stain, and 

it from other staining methods 
ethylene blue are used is the 

the fine eosinophile granules 
ear leucocytes take the eosin. 
ot been familiar with Jenner's 
ihese cells for the eosinophile 
:e could not arise after one of 
sn seen for comparison, as its 
rger and more prominent. 



.y Google 



BACTERIOLOGICAL DIAGNOSIS. 



STAINING BLOOD FILMS FOR THE IN- 
VESTIGATION OF THEIR CELLS. 

There are a great many methods of staining blood 
films, and all depend upon the division of stains into 
two varieties, the acid and the basic. All the stains 
which are used in this branch of histology are salts ; 
and in some of these salts the acid radicle does the 
staining, in others the basic. 

Acid stains are those in which the colouring property 
resides in the acid of the salt. A familiar example is 
picrate of potash, a yellow stain in which the picric 
acid is the active ingredient. The acid stains in chief 
use are eosin, acid fuchsin, and orange G. Substances 
which stain with an acid stain after suitable exposure 
to a mixture of an acid and a basic stain are called 
oxyphile, or, from the frequent use made of eosin as an 
acid stain, eosin ophile. 

Basic stains are those in which the colouring property 
resides in the basic radicle of the salt ; they include all 
the stains which are in use for staining bacteria and 
they all colour the nuclei of cells. The most important 
are methylene blue, methyl green, and toluidin. 

We shall describe three methods of staining, and 
these are sufficient for all purposes of diagnosis. They 
are: — i. Ehrlich's method with his triacid stain; 2. 
Jenner's method ; and, 3. Eosin and methylene used 
separately. 

I, Ehrlich's stain consists of a mixture of acid 
fuchsin, orange G, and methyl green dissolved in water, 
glycerine, and alcohol. It is difficult to prepare and 
should be purchased from a reliable maker. Its use is 
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very simple. The film is fixed by heat in the manner 
already described and the stain is poured on to it and 
allowed to act for five minutes. The film is then 
washed, dried with blotting paper and then by gentle 
heat, and mounted in balsam. 

Nuclei are stained green, red blood corpuscles orange, 
and eosinophile granulations bright red. The small 
eosinophile granulations which are present in the poly- 
morphonuclear cells (the neutrophile granulations of 
Ehrlich) are stained violet. The basophile granulations 
are unstained. 

This stain is not suitable for the parasite of malaria, 
nor for bacteria. 

2. Jeoner's stain consists of a solution of a compound 
of eosin and methylene blue in methyl alcohol. It must 
be bought ready prepared. Nothing could be more 
simple than the way in which it is used ; no preliminary 
fixation is necessary, the film being allowed to dry and 
flooded with the stain. After a period of from a minute 
and a half to three minutes the stain is washed off 
in distilled or rain water and the specimen dried and 
mounted. 

After the use of this stain nuclei are stained blue, red 
corpuscles red, eosinophile granules red, and basophile 
granules violet. A striking feature of this stain, and 
one which distinguishes it from other staining methods 
which eosin and methylene blue are used is the 
intense way in which the fine eosinophile granules 
the polymorphonuclear leucocytes take the eosin. 
Observers who have not been famihar with Jenner's 
stain have mistaken these cells for the eosinophile 
leucocytes ; this mistake could not arise after one of 
the latter cells had been seen for comparison, as its 
granules are so much larger and more prominent. 
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Jenner's stain is suitable for a study of the parasite of 
malaria, which it stains blue. It may be used for the 
detection of bacteria. 

3. Eosin and methylene blue used separately. 

In this method the films are to be stained with the 
eosin first and then with the methylene blue. Its 
successful application requires a certain amount of 
practice. 

The eosin used must be in watery solution, and the 
exact strength does not matter ; four per cent, is a 
convenient strength to use. Most specimens of red ink 
(slightly diluted) will do quite well. The films are 
to be stained in this solution for three or four minutes ; 
no harm will result if they are left in much longer. 
They are then washed and immersed in a saturated 
watery solution of methylene blue. This is the diffi- 
cult part of the process, for no general rule can be 
given as to the length of time for which this stain must 
be applied ; it may be ten seconds, or it may be two or 
three minutes. The only safe way is to stain the film 
for a quarter of a minute, wash it, and then examine it 
under the low power of the microscope. If the film is 
properly stained the nuclei of the leucocytes will be seen 
as blue points which can be distinguish with great ease 
with the I inch objective. If they are not visible the 
methylene blue must be applied for about a quarter of 
a minute more and the examination repeated. When 
the nuclei are seen to be well stained the film is dried 
and mounted. 

This process gives results which resembles those 
aiforded by Jenner's stain except that the fine eosino- 
phile granulations in the polymorphonuclear cells are 
always less obvious and often quite invisible. It is 
also suitable for malarial parasites and bacteria. 
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The practitioner is recommended to practice this 
method of staining, as it does not require any reagents 
which are not to be found in every well stocked surgery. 
The watery solution of methylene blue which is used as 
a counterstain for the tubercle bacillus and some red ink 
are all that are necessary. 



THE BACTERIOLOGICAL EXAMINATION 
OF THE BLOOD. 

The bacteriological examination of the blood is not of 
very great diagnostic importance, as it is only in a very 
few diseases that pathogenic bacteria are present in the 
circulation in such quantities as renders the search for 
them in the minute amounts which are withdrawn for 
examination at all promising. 

The chief organisms which have been found in the 
blood are :— 

I & 2. Streptococci and staphylococci. — These are found 
in cases of septicasmia, pyasmia, ulcerative endocarditis, 
&c. ; they always indicate an extremely bad prognosis. 
The chief importance which attaches to the discovery 
of these organisms is that it absolutely settles the 
diagnosis (always provided that there are no errors in 
technique) and that it indicates whether the use of anti- 
streptococcic serum is advisable or not ; it is useless in 
cases of septicasmia, &c., which are not due to strepto- 
cocci. 

A word of warning is necessary in the interpretation 
of results which indicate that staphylocci are present in 
the blood. These organisms are constantly present in 
the skin and may be found in film preparations or in 
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cultures, unless the rigid antiseptic precautions are 
taken. Streptococci are common contaminations of 
cultures, but rarely occur in film specimens. 

3. Anthrax bacilli. — These may be detected with ease 
and certainty, but they are never found in the blood 
until it is too late to save the patient. 

4. Tubercle bacilli. — These are only present in very 
scanty numbers and are very difficult to detect. The 
diagnosis of miliary tuberculosis is to be made by other 
methods, chiefly by that of exclusion. 

5. The pneumococcus is found in severe cases of 
pneumonia (probably it might be found in most cases 
if a sufficiently large quantity of blood were examined) 
and in septicsemia and ulcerative endocarditis when 
due to this organism. When found in the blood by 
ordinary methods it always indicates a bad prognosis 
and suggests the use of anti-pneumococcic serum. The 
identification of the organism is easy and certain if they 
are present in quantities sufficient for them to be found 
in films, 

6. Typhoid bacilli are present in the blood in all cases 
of typhoid fever, but their isolation is difficult and the 
diagnosis of the disease is made by other methods. 

7. The bacillus of glanders may be found in acute cases 
of that disease, but its isolation and identification are 
matters for an expert. 

8. The itifluensa bacillus is present in some, or, accord- 
ing to some authorities, all cases of influenza. It may 
be searched for in films, but no importance should be 
attached to a negative result. 

9. The bacillus of plague. — This organism is often 
present in the blood in relatively large numbers, and 
the disease can usually be diagnosed after a careful 
search through a number of suitably stained films. But 
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the investigation of a drop of fluid drawn from the bubo 
(if one is present) permits of an easier and earlier diag- 
nosis. The blood examination is of most value in the 
pulmonary and septicasmic forms of plague. 

10. The spirillum of relapsing fever is easily found, for 
it possesses well marked characters and is present in 
great numbers. The diagnosis of relapsing fever can- 
not be made until it has been demonstrated. 

11. The gonococcus has been found in the blood in a 
few cases of ulcerative endocarditis. Its detection by 
cultural methods is very difficult, and the services of 
a bacteriological expert should be called in if the 
characteristic cocci are not found in blood films in a 
case in which. the diagnosis of gonorrhceal ulcerative 
endocarditis is probable, as further information upon 
this point is greatly needed. We may point out that 
ulcerative endocarditis, septicaemia, &c., supervening in 
the course of an attack of gonorrhosa are not necessarily 
due to the gonococcus. Any pathogenic bacteria may 
enter through the lesion of the mucous membrane 
which the gonococcus has caused. 

12. The bacillus coli is present in some cases of septi- 
csemia. 



EXAMINATION FOR BACTERIA IN FILMS. 

This is the easiest method in which bacteria may be 
found in the blood, and it does not require such a rigid 
antiseptic technique as is necessary if cultures are to be 
taken. The films are prepared and fixed in one or 
other of the methods which we have described, the only 
point worthy of notice being that the skin must be very 
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thoroughly cleaned ; it may be scrubbed with soap and 
a nail brush, using plenty of hot water. The films 
need not be very thin and even. 

The method of staining will depend upon the organ- 
ism which is likely to be found, and more especially 
whether it stains by Gram's method. This is so impor- 
tant in this connection that a repetition of a previous 
table will not be out of place. 

Gram's Method. 
Stained. Unstained. 

Streptococci. Typhoid bacilli. 

Staphylococci. Bacillus of glanders. 

Bacillus of anthrax. Bacillus of influenza. 

Bacillus of tubercle. Bacillus of plague. 

Pneumococcus. Bacillus coH. 

Spirillum of relapsing fever. 
Gonococcus. 

If the organism which is present appears in the first 
list the staining process is simply that which we have 
described previously, and the organism will be stained 
dark blue or violet and the other structures will be 
unstained. 

If the bacteria which are present in the films do sot 
stain by Gram's method the matter is more diflicult, for 
any stain which colours them will colour the nuclei of 
the leucocytes also. Jenner's stain may be used, or 
the film may be stained by eosin and methylene blue 
separately. The organisms will then be stained blue. 
Carbol-thionin is even more suitable, as the colour 
which it imparts to the nuclei of the leucocytes is not 
deep and the red corpuscles are merely tinged. This is 
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the staia which we recommend for general use, and in 
cases in which the nature of the organism (if one be 
present) is entirely unknown. 

If bacteria are detected by any of these methods 
their nature must be recognised by a consideration of 
their morphological features and staining reactions. 



MALARIA. 

The blood in a suspected case of malaria may be 
examined iiesh or in stained films. Of these methods 
the former is the better and should be used if possible ; 
an examination of stained specimens should also be 
made and is convenient, as it can be performed away 
from the patient and at leisure. 

Fresh films are made by touching a drop of blood on 
the patient's finger with the centre of a perfectly clean 
cover-glass so as to remove an extremely small quantity 
of blood. This cover-glass is then allowed to fall on to 
a clean slide so that the droplet of blood may be spread 
out by capillary attraction and by the weight of the 
cover-glass, just as is the case in the method of making 
blood films already described. But the slide is not 
separated from the cover-glass ; they are examined just 
as they are, a ring of vaseline being painted round the 
edge of the cover-glass to prevent evaporation. 

The specimen is examined with a ^ in. objective, and 
a place found in which the corpuscles are spread in a 
single layer; this part is then searched thoroughly with 
a Jj in. oil immersion lens. The parasites are seen as 
pale irregularly- shaped bodies, with indistinct margins 
which occupy the interior of the red corpuscles, and 
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show amaboid movements of greater or less rapidity. 
When the parasites are older they occupy a larger 
space in the corpuscles, and there are granules of dark 
pigment around their periphery. These granules are 
often the first indications of the presence of parasites in 
the examination of an unstained specimen. At a still 
later stage the granules will be found in the centre of 
the corpuscle (the hfemoglobin of which is now almost 
entirely removed), and the parasite will show segmen- 
tation into a larger or smaller number of spores by lines 
which have a radial arrangement and give the whole 
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an appearance resembling that of a marguerite daisy. 
These are only found when a rigor is imminent. 

Crescents are found in the aestivo-autumnal form 
of malaria ; they are crescentic bodies with rounded 
" horns," and contain a ring of pigment granules in the 
centre. They cannot be mistaken for anything else, 
and if a single one is found it affords conclusive proof 
that the patient has been infected with malaria. 

Films for staining are made in the ways already 
described, and must be thin and perfect. They may be 
fixed by any of the methods we have recommended, the 
alcohol-ether and the alcohol- formalin methods being 
perhaps the best. They may be stained by Jenner's 
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Stain, or by eosin and methylene blue used separately ; 
the parasites are stained pale blue and the corpuscles 
bright red. 

A simpler stain is that recommended by Rees {Prac- 
titioner, March, 1901) involving the use of carbol-thionin 
prepared by dissolving i -5 grammes of thionin in 10 c.c, 
of absolute alcohol and 100 c.c. of a five per cent, 
solution of carbolic acid. This is to be kept for at leasl 
a fortnight and diluted with four times its bulk of dis- 
tilled water immediately before use. Staining is com- 
plete in about ten minutes. Ordinary carbol-thionin 
answers very well indeed. Thionin stains the red 
corpuscles a faint green, nuclei blue, and the parasites 
an intense purple. 

In a suspected case of malaria the search should not 
be abandoned in less than half an hour, or, in the case 
of an inexperienced observer, much longer. 

A fuller description of the parasite and the differences 
between the forms which are present in the various 
forms of the disease is beyond the scope of this work, 
and the reader is referred to the admirable special 
number of the Practitioner mentioned above. 



COLLECTION OF BLOOD FOE EXAMINA- 
TION BY CULTURAL METHODS. 

This is a much more difficult matter and should not 
be attempted unless and until the film method has 
failed. The difficulty arises from the abundant bac- 
terial flora of the skin ; unless the most thorough 
antiseptic precautions have been taken the results are 
absolutely useless. They are worse than useless, they are 
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misleading. A case of ulcerative endocarditis, for 
example, might be due to streptococci, but might be 
attributed to staphylococci on the strength of an inade- 
quate bacteriological examination. For this reason we 
are chary of recommending this method of diagnosis 
in any hands other than those of an expert, and must 
urge the practitioner not to attempt it unless he is 
prepared to carry out the most thorough disinfection of 
the skin. 

Requisites: — i. A glass pipette such as has been 
already described. It should be sealed at one end 
while the other end should be left open and plugged 
with a loose fitting plug of cotton-wool. The tube must 
be sterile ; if it has been recently made (and we advise 
the practitioner to make these pipettes for himself) this 
will be the case ; if it has been kept in stock for some 
time it should be sterilised in the dry air steriliser as an 
additional measure of precaution. The bulb of the 
pipette should hold at least i c.c, and is to be com- 
pletely filled with blood. 

2. Needle. 

3. Soap, nail brush, and hot water. 

4. Some reliable antiseptic lotion, such as carbolic 
acid (i in 20), perchloride of mercury (i in 1000), or 
biniodide of mercury (j in 500 in methylated spirit). 

5. Alcohol. Absolute alcohol is best, but methylated 
spirit will do, 

6. Ether or turpentine ; the latter is not so good. 

7. Spirit lamp or Bunsen's burner. 

Pmcws.— Scrub the skin, in the region to be pricked, 
with the nail brush, using plenty of soap and hot water 
for ten minutes ; then dry the skin and wash it with 
ether to remove the fat. Next paint on layer after layer 
of the antiseptic lotion : it is much better to apply a wet 
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dressing of a more dilute lotion for a few hours. The 
next step is a very important one, and consists in the 
thorough washing of the skin with methylated spirit or 
rectified spirit ; this must be continued until every trace 
of the antiseptic has been removed. 

The skin is then to be punctured with a sterile 
needle ; the stab must be a deep one and the blood 
must flow freely. The first few drops which escape 
must be rejected. 

The eiid of the pipette is then to be inserted in the 
drop of blood and placed as near the puncture as pos- 
sible and the blood sucked very gently into the bulb ; 
great care must be taken lest air should gain access at 
the same time, for it might contain bacteria which 
might lead to erroneous conclusions. When the bulb 
is completely filled both ends of the pipette are to be 
sealed up. 

A much better plan is to use a hypodermic needle 
and to plunge it directly into a vein. The antiseptic 
precautions are the same as in the former method, and 
the syringe and needle are to be boiled immediately 
before use. The vein is made prominent by a bandage 
applied firmly above the seat of puncture, just as if 
venesection were to be performed, and the needle thrust 
obliquely through the skin. If this method is adopted 
there is much less chance of contamination, and the 
difficulties of the operation are certainly no less. 

Undoubtedly the simplest and best of all methods is 
that described by James and Tuttle {Report of the Presby- 
terian Hospital, New York, 1898). "A piece of glass 
tubing 4^ inches in length and ^ inch in diameter is 
drawn out to a tapered end and ground to fit the cap of 
a rather fine hypodermic needle. The larger end of the 
tube having been stopped with a cotton plug, the whole 

N 
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is then placecl in a larger tube and both ends of this 
are similarly plugged with cotton* (fig. 29). 



Fio. 30.~Pipette for collection ofblood for bacteriological 



• These may be obtained from F. Ash, Edmund Street, 
mingham. 
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"The apparatus is then sterilised by dry heat. In 
using it the inner tube with needle attached is removed ; 
the skin over one of the most prominent veins of the 
anterior surface of the forearm, near the bend of the 
elbow is selected, a piece of rubber tubing or a few 
turns of a bandage being passed round the arm above 
with moderate pressure, in order to produce distension 
of vessels. The needle is then plunged into the vessel 
and generally blood begins to flow by the blood- pressure 
itself, but any quantity desired may be obtained by 
making gentle suction either by applying the mouth 
directly to the end of the tube where it is stopped with 
cotton, or through the medium of a small piece of rubber 
tubing slipped over it. 

" By the above instrument vein punctures have been 
made in about 150 cases of a variety of diseases. At 
no time was any difficulty experienced in obtaining the 
amount of blood desired, which was generally about 
1 c.c. In a few instances it was necessary to try two 
punctures before securing a free flow through the 
needle ; in no case was there any local reaction what- 
ever at 'the seat of puncture, nor did the patient 
complain of pain and annoyance." 

The following points are worthy of attention : — Select 
for the puncture a vein which is superficial (as shown by 
the blue colour appearing through the skin) not merely 
prominent, for a deep vein will often slip in front of the 
needle. Insert the needle very obhquely, with the point 
directed away from the body. Lastly, remove the ban- 
dage as soon as possible after withdrawing the needle, 
or there may be a considerable amount of haemorrhage 
into the subcutaneous tissues. It this should happen 
place a pad of lint over the puncture and bandage the 
arm from the wrist upward. No harm will result. 
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A great advantage of this method is that it does away 
with the necessity for any elaborate process for the 
sterilisation of the skin. The authors quoted above 
found that the results which they obtained were as good 
after simple cleansing of the skin with soap and water 
as after the use of antiseptic dressing. Nor is this to 
be wondered at when we think of the very small chance 
of any bacteria being carried through the skin and 
subcutaneous tissues into a vein by a very fine and 
sharp needle. 

The advisability of employing some such method in 
which the blood is drawn directly from a vein in place 
of the simple skin puncture is very apparent from the 
researches of Kuhnau {"Zeitschft. f. Hyg. and Infct.," 
1890), who made parallel series of experiments by the 
two methods. He found that in cases in which the 
blood drawn directly from the vein remained sterile, 
growth (mostly streptococci or staphylococci) occurred 
in as many as ninety per cent, of cultures inoculated 
from skin punctures though the most careful antiseptic 
precautions were used. 



EXAMINATION OF BLOOD BY CULTURAL 
METHOD. 

This is a matter which is best carried out in a proper 
laboratory by an expert. If the practitioner attempts 
to carry it out for himself his best plan is to make a 
series of inoculations on the surface of agar.* The tubes 

• The ideal method is to make the inoculation directly into a large 
quantity of bcoCh and to make sub-cultures on agar later. This 
method has the advantage Ihat the hlood becomes largely diluted, 
so that any bactericidal substances which it may contain are less. 
likely to injure the bacteria. It is, however, rather more difficult. 
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are inoculated directly from the syringe, tube, or pipette 
containing the blood, the pointed end being pushed 
through the cotton-wool plug {the surface of which 
must be previously sterilised by having its projecting 
portion burnt off in the flame) and the blood allowed 
to flow drop by drop on to the surface of the 
medium, the tube being turned so that each portion 
of the medium is covered by a film of blood. If the 
tube method is used and the blood has been allowed 
to coagulate the tip of the glass tube carrying the 
needle should be broken off with a sterile pair of 
forceps or pliers. The culture tubes are then to be 
inoculated for twenty-four hours at the body tempera- 
ture and examined. If they are sterile they are to be 
returned to the incubator and examined after a further 
period. 

If colonies appear they are to be carefully examined 
with a lens, and their characters noticed. The organ- 
isms which will be most likely to develop are strep- 
tococci, staphylococci, anthrax bacilli, pneumococci, 
typhoid bacilli, the bacillus of plague, or the bacillus 
coli ; the gonococcus may also develop, for it will 
obtain the haemoglobin necessary for the development 
from the blood itself. 

Streptococci form small white colonies which show no 
tendency to run together to form a iilm. The centre of 
each colony is more opaque than its periphery. 

Staphylococci form a more or less uniform film, the 
colonies extending laterally and fusing together. The 
growth is opaque, and is of a dead white, lemon, or 
orange colour, according to the nature of the staphylo- 
coccus present (albus, citreus, or aureus). 

Anthrax Vaciiii form small white colonies having the 
" barrister's wig " appearance already described. 
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The colonies of the pneumococcus are small flat white 
points which do not tend to fuse together. They are 
difficult to see when they are young, and in case of 
doubt the tube should be returned to the incubator. 

The colonies of the typhoid bacillus and the bacillus colt 
are whitish and opalescent. They usually have an 
angular or polygonal appearance when small, and tend 
to run together when older if they are thickly set. 
Their discrimination must be left to an expert. 

The bacillus of plague forms white colonies which are 
circular or have a crenated outline ; they tend to rurt 
together and form a uniform film over the surface of the 
medium. -^ 

The gonococats, if it develops, forms very minute 
transparent colonies which have been compared to 
droplets of dew. They do not become confluent. 
This organism will not grow if transplanted on to 
the surface of ordinary media unless a thick film of 
blood be previously spread over it. 

After cultures have been obtained they are to be 
examined microscopically by the method described on 
page 29, and the morphological appearances compared 
with those of the pathogenic organisms which we have 
enumerated. It is especially important to test whether 
the organism which has been isolated, stains by Gram's 
method or not. 



SECTION CUTTING. 

The methods employed in section cutting are some- 
what outside the scope of this work, inasmuch as 
sections are rarely necessary for the purposes of bacteiio- 
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logical diagnosis. The presence of bacteria in the 
tissues can usually be demonstrated by the simple 
processes of smearing the cut surfaces of tissues on 
clean slides or cover- glasses, and treating the iilms thus 
obtained by the fixing and staining methods previously 
described. If, for instance, we have to search for 
tubercle bacilli in tuberculous glands it is usually 
sufficient to smear the cut surfaces of the glands on 
a slide, dry, fix by heat, and stain in the same way as 
sputum is stained for the tubercle bacillus. If anthrax 
bacilli were being looked for in the liver or other 
organ, removed post-mortem, the same method of pro- 
cedure would be adopted, except that Gram's method 
of staining would be used. So also for typhoid bacilli 
in the spleen, where the film would be stained with a 
simple stain such as thionin or Lfiffler's methylene blue. 

It seems advisable, however, to give a short general 
account of the processes involved in section cutting, for 
they are by no means difiicult, and do not require very 
expensive apparatus. Further, the same methods of 
section cutting are used for investigating the nature of 
tumours, &c., and this is done already by many practi- 
tioners and should be done by still more. 

Slices of organs or tissues which are to be cut have 
first to he fixed. The process of fixation consists essen- 
tially in the application of some agent which brings 
about coagulation of the component proteids with as 
little distortion of the morphological elements as pos- 
sible ; if this step were not carried out the subsequent 
processes would be liable to cause alterations in the 
shape, size, and appearance of the cells and fibres. 
There are two chief methods or fixation, that involving 
the use of chemical substances, and that involving the use 
of heat. The processes which are used in fixing the 
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tissues harden them at the same time ; this is necessary, 
for fresh tissue would yield before the sharpest knife 
and could not be cut into thin sections. These processes 
are always carried out, no matter what method of 
section cutting is to be adopted. 

In cutting sections it is necessary that the material 
should be sufficiently _^^w( and homogeneous in consistency, 
The former is secured to some extent by the process of 
hardening, but a properly hardened block is rarely firm 
enough to permit of its being cut into sections without 
further preparation. Further, it almost invariably hap- 
pens that some parts of the material are firmer or 
harder than others ; and if such a substance were cut 
the harder parts might be sufficiently firm whilst the 
softer parts would simply crumble before the knife. 
There are two methods of overcoming this difficulty — 
freezing and embedding. 

The /reeling process is very simple, and it is one which 
can easily be carried out at home. The sections which 
it yields are usually quite sufficient for purposes of 
histological research {the diagnosis of tumours, &c,), 
but they are rarely sufficiently thin for a proper demons- 
tration of the bacteria which they may contain. The 
sections are cut more easily by the freezing than by the 
paraffin process, but they are decidedly more difficult 
to manipulate. 

In the freezing process the block or tissue after fixing 
and hardening is dipped, or better soaked for some 
hours, in a thick solution of gum arable. It is then 
placed on the plate of a microtome and frozen until the 
tissue assumes the consistency of fairly hard cheese and 
can be cut into thin sections. 

The embedding process should be called the infiltration 
process; the tissue to be cut is infiltrated throughout 
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with some firm substance and not merely embedded 
therein. Two embedding materials are in general 
use— paraffin and celloidin. The latter will not be 
described, as it is only necessary for special work and 
for ordinary purposes cannot compare with paraffin for 
beauty of results and facility of application. 

In the paraffin process the tissue is infiltrated through- 
out with hard paraffin (such as is used for the better 
varieties of paraffin candles) so that every cell and every 
fibre is permeated and supported on every side. To do 
this requires a number of processes. It would be of no 
use to immerse the block of tissue in the paraffin just as 
it is, for the paraffin would not wet it, much less soak 
into it. The water is first removed; and this is done 
by soaking the material in absolute alcohol. But 
alcohol does not dissolve or mix with parafiin ; it is 
therefore necessary to. remove it by means of some fluid 
which will mix with it on the one hand and paraffin on 
the other. Of these there are many; xylol, chloroform, 
benzine, cedar oil, and many more are in use for special 
purposes. Chloroform answers most purposes and is to 
be generally recommended. The block of tissue is now 
ready to be soaked in melted paraffin ; it is kept in a 
bath of this substance until the chloroform has been 
entirely driven off and replaced by the paraffin. The 
whole is then allowed to cool, is shaped into suitable 
blocks, and is then ready for cutting. 

We shall now describe the processes in fuller detail, 



FIXING MATERIAL FOR CUTTING. 

These processes must be understood by all practi- 
tioners, even although they do not intend to cut sections 
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foi themselves, it happens to every medical man to 
find it necessary to send tumours, &c. to a laboratory to 
obtain a patholc^ical diagnosis ; and in very many 
cases the materials are treated in a way which abso- 
lutely prevents good sections from being obtained. 
Many fixing fluids are in use, and any of them may 
be selected, but it is absolutely necessary that the 
material to be investigated should be cut into small 
pieces and put into a large bulk of the fluid at once. 
This is especially necessary in the case of material 
removed at a post-mortem examination, where the 
tissues and organs have already undergone alteration. 

As regards the size of the slices which are to be 
placed in the hardening fluid, it is sufficient to say that 
they should never exceed i inch in thickness, and if 
perchloride of mercury is used should be even thinner. 
The other dimensions of the block are of less importance. 

The bulk of the fluid in which the block is placed 
should be at least twenty times that of the block, and it 
is not advisable to place two blocks in the same vessel. 

The fluids which we shall recommend for this purpose 
are: — 

I, Perchloride of mercury in normal saline solution. 
This is prepared by dissolving common salt in water 
in the proportion of seven grammes to a Htre (about 3|- 
grains to the ounce), and saturating this solution whilst 
hot with perchloride of mercury. The solution must be 
allowed to cool completely ; as it does so crystals of the 
mercury salt will separate out. 

This fluid fixes completely in twenty-four hours, or 
less, and gives most excellent results. Its powers of 
penetration are not very great, so that slices of tissue 
which are to be fixed in it should be thin. 

The after-treatment of the blocks fixed in this fluid 
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must be described briefly. They are allowed to remain 
in the solution for twenty-four hours and no longer, and 
are then washed for twenty-four hours in running water 
to remove the perchloride of mercury. They are then 
passed through the various strengths of spirit (as will be 
described subsequently), a little tincture of iodine being 
added to each to remove any mercury which may still 
remain. The other steps are the same as those which 
are used if other methods of fixation have been 
adopted. 

2. Formalin. This should be used in a 5 per cent. 
solution in water. It yields very good results, and is 
perhaps the fluid which can be most warmly recom- 
mended to a practitioner who is going to send his 
material to a public laboratory,* The fluid has very 
great powers of penetration, and the slices may be much 
thicker than we have recommended. The one objection 
to the fluid is that it interferes somewhat with the way ■ 
in which the sections stain. 

3. Alcohol is not a very good fixing fluid, as it tends to 
cause a good deal of shrinkage. When it is used the 
blocks should be cut small and placed at once in undi- 
luted methylated spirit. 



SECTION CUTTING BY THE FREEZING 
METHOD. 

Sections which are prepared by the freezing method 
are rarely as thin as those prepared by one or other of 

* Formalin should not be used for tissues which are to be searched 
for the tubercle bacillus, aa it prevents tbe decolorising action of the 
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the infiitration processes, but are prepared very rapidly, 
and are often sufficient for diagnostic purposes, where 
rapidity is the first consideration. 

The blocks of tissue must be hardened before being 
cut, any of the above fluids being applicable ; where 
alcohol is used it must be washed out in water, as it will 
not freeze. Where more rapid work is required the best 
method is a modification of the old boiling process, as 
revived by Mr. Strangeways Pigg- The shoes of tissue 
from which sections are to be cut are thrown at once 
into boiling water and allowed to boil vigorously for two 
or three minutes ; the water must be actually boiling 
when the tissues are added, and the bulk used should 
be large as compared with the block. The tissues are 
then rapidly cooled by being thrown into cold water, 
and are then ready for cutting. The outer surface of 
the block should be rejected. 

This method of fixation leads to a little distortion of 
the tissues and alters any blood which they may con- 
tain, but it is very good for diagnosing tumours. It is 
invaluable in the post-mortem room, and for diagnosis 
of the nature of a tumour during operation. In skilful 
hands a section may be cut, stained, mounted, and a 
diagnosis made in ten minutes. 

A microtome is necessary for the successful cutting of 
sections, and the Williams and Swift pattern are those 
in general use for the freezing process. We shall 
recommend the practitioner who intends to take up 
this branch of work to procure a Cathcart microtome, 
which is exceedingly cheap (it costs about a guinea) 
and answers admirably. The great advantage of this 
machine is that it will serve for cutting sections in 
paraffin as well as for frozen sections. 

The blocks of tissue which are to be cut are dipped 
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in a thick and syrupy solution of gum arabic ; if time is 
no object it is a great advantage to soak them in this 
for several hours. A block is then placed on the 
corrugated plate of the microtome and frozen by means 
of the ether spray which impinges upon it. When the 



Fia. 31. — Cathcart's miciotome arranged for cutiing frozen sections. 

mass is nearly frozen a section is taken off by means of 
a razor which is ground flat on one side, or the special 
knife which may be obtained with the apparatus : it is 
better to moisten the upper surface of the knife with a 
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little of the gum. The section is carefully removed 
with a camel's hair brush and placed in a large vessel of 
clean water so that the gum may be dissolved out of it, 
and is then ready for staining. The block is then raised 
by means of a very slight turn of the large milled head 
under the apparatus and another section cut. 

The mass must not be frozen too hard ; if this has 
been the case the necessary thawing will be hastened 
by gently breathing on the block. If it begins to thaw 
a few squeezes of the bellows will bring it to the proper 
consistency. 



STAINING AND MOUNTING FROZEN 
SECTIONS. 

These processes are best carried out in watch-glasses. 
No attempt will be made to describe the methods by 
which frozen sections may be stained for the purposes of 
bacteriological research, for they are not so suitable as 
paraffin sections for this purpose. We shall describe 
the process which would be adopted if a rapid diagnosis 
were required at an operation or in the post-mortem 
room. The sections are to be stained in hxmatoxylin 
(with or without eosin as a counterstain) and mounted 
in balsam. 

The requisites are: — Five watch-glasses containing 
respectively hsematoxylln, watery solution of eosin 
(about one per cent.), alcohol (50 per cent.), absolute 
alcohol, and clove oil ; a saucer or other vessel contain- 
ing water to which a few drops of ammonia have been 
added ; several strips of thin writing paper, each about 
one inch wide and two inches long ; some needles. 
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which may be mounted in handles ; slides, cover- 
glasses, and balsam. 

A section is to be removed from the bowl of water in 
which it is floating by means of one of the strips of 
paper ; this must be inserted under it, and the section 
" pinned " in place upon by one of the needles. A 
special section -lifter may be used, but is not so good. 
It is then transferred to the watch-glass containing the 
hsematoxylin solution, and the staining process is 
allowed to go on for a minute or two, a fresh section 
being manipulated whilst it is taking place. The first 
section is then removed in the same way as before and 
placed in the water containing the ammonia ; it soon 
turns blue, and when this is the case it is ready to be 
transferred to the eosin, then into the dilute alcohol, 
the absolute alcohol (where it should remain for a 
minute or more) and finally into the oil of cloves. It is 
then ready to be mounted in balsam. A convenient 
way in which a section can be transferred to a slide is 
as follows: — The section is carefully spread out whilst 
in the oil of cloves, two needles being used for the pur- 
pose, and a slip of paper insinuated beneath it. This 
strip of paper is then drawn slowly out of the liquid, 
and any folds or creases which may be in the section 
straightened out with the needles, the excess of the oil 
of cloves being allowed to drop off whilst this is taking 
place. The strip of paper is then inverted (the section 
remaining adherent to the under surface) and placed 
upon a clean slide and pressed firmly upon it ; the 
pressure squeezes out the greater part of the oil so that 
the section adheres to the slide and the paper can be 
stripped cautiously from it. A drop of balsam is then 
applied, the section covered with a cover-glass, and 
examined under the microscope. 
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Where time permits it is a great advantage to rinse 
the section in distilled or clear rain water after re- 
moving it from the haematoxylin. 

The solution of haematoxylin is best bought ready 
made, as its preparation is somewhat difiicult. Deia- 
field's solution is about the best for general work. 

A counterstain is not really necessary for diagnostic 
purposes, and its omission hastens the process some- 
what. 



THE PARAFFIN PROCESS. 

Tissues which are to be cut in paraffin may be hard- 
ened in any of the fluids mentioned above. They are 
then dehydrated, cleared in chloroform or other fluid 
which mixes with alcohol and dissolves paraffin, and 
finally soaked in a mixture of hard and soft paraffin 
kept just at the melting point. This paraffin should 
be obtained specially for the purpose ; the Cambridge 
paraffin is the best. It is made in two varieties, the 
soft, which melts at 48° C, and the hard, which melts 
at 55° C. The amounts of each which should be used 
for embedding depends upon the external temperature ; 
in very hot weather hard paraffin may be used alone, 
while under average circumstances a mixture of equal 
parts of each is best. 

We shall now proceed to describe the various pro- 
cesses seriatim. 



DEHYDRATION. 

This is very simple. The blocks of tissue are placed 
n weak spirit for a few hours or for a day, then 
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changed into stronger spirit and so on until absolute 
alcohol is reached. The slower this process is carried 
out the better will be the results ; in practice the 
strengths of the successive lots of spirit used may be 
40 per cent., 75 per cent., and the strong methylated 
spirit, and the block may remain in each for twelve 
hours. Lastly, it goes into two successive lots of 
absolute alcohol. 

In all cases the amount of fluid must be greatly in 
excess. It is useless merely to cover the block with the 
spirit. 



CLARIFICATION. 

In the next step the alcohol is removed from the 
tissue and replaced by some fluid which will dissolve 
paraffin. Fats are dissolved out from the tissues at 
this stage. 

This Step is also very simple. The blocks are passed 
directly from absolute alcohol into chloroform and 
allowed to remain there until they appear translucent. 
It is not necessary to use a preliminary bath of a 
mixture of alcohol and chloroform. 

It is a good plan to place the bottle containing the 
block in a warm place with the cork out for an hour or 
so before proceeding further, as by so doing the last 
traces of the alcohol will be removed. 



INFILTRATION WITH PARAFFIN. 

This is the stage which presents most difficulties to 
the home-worker, for it is necessary to keep the block 
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of tissue soaked in paraffin which is just melted for at 
least twelve, and more often twenty-four hours. To do 
this properly involves the use of some sort of an incu- 
bator. This might possibly be rigged up out of a tin 
biscuit-box in the manner already described, though 
considerably more heat would be necessary, as the 
paraffin melts at about 50° C. But the writer has often 
embedded the blocks by placing them in bottles con- 
taining the paraffin at such a distance from the fire that 
the paraffin is never completely melted, but always 
shows a thin solid layer on the surface. To do this it 
is only necessary to look at the bottle occasionally and 
move it a little further from the fire if the paraffin is 
coinpletely melted and vice versa. The process may be 
stopped at night without any harm resulting, and if the 
soaking only continues for a few hours at a time it is of 
no consequence so long as the total period is made up. 



CASTING THE BLOCKS. 

Special metal moulds are used in the laboratory 
(fig. 31). A pill box will do quite well. A small amount 
of melted paraffin is poured into the box and the piece 
of tissue is taken from the bottle containing the melted 
paraffin with a pair of forceps (previously warmed so as 
to prevent the paraffin from setting upon the points) and 
placed in the paraffin in the pill box. It is necessary to 
see that the surface from which sections are to be cut 
should be placed downwards. The box is then filled 
up with melted paraffin, and placed in a cool place or 
surrounded with water. The moment a firm film has 
formed over the surface the whole is plunged in cold 
water to hasten the setting of the paraffin ; the more 
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rapidly this takes place the better will the block cut. 
When the paraffin mass has hardened completely 
throughout it is trimmed into shape, taking care 
that the edges of the surface which is to be cut are 
accurately parallel. 



Fio. 32. — L-shaped moulds for embedding ir 



CUTTING THE SECTIONS. 

For cutting sections in paraffin no microtome can 
be compared with the Cambridge Rocker, but very 
excellent results can be obtained by the use of the 
Cathcart microtome already mentioned. The paraffin 
block containing the piece of tissue is mounted on 
the freezing plate of the microtome {which must be 
heated and the lower surface of the block pressed 
upon it) and the sections cut in the manner de- 
scribed; a very sharp knife is essential and the 
stroke must be quicker and sharper than is the case 
when frozen sections are being cut. In another form of 
the microtome a special inner tube is provided for 
cutting sections by the paraiBn process. The blocks are 
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retained in place by a clamp and appear in the same 
position as that occupied by the mass of frozen gum; as 
the paraffin is not sufficiently hard to be gripped by tfiis 
clamp they must first be mounted on a piece of wood of 
a suitable size and shape. This can be cut out of a 
piece of firewood, and should have one surface left 
rough; this surface must be dipped in melted paraffin, 
and the under surface of the block partially melted in 
the flame and pressed firmly upon it. The piece of 
wood is then to be placed in the jaws of the clamp and 
the screw tightened up. 



Fid. 33. — Clamp for holding wooden block with the paraffin block. 

In the Cambridge Rocker and in some other forms of 
microtomes the sections adhere to one another at the 
edges and form long ribbons ap they are cut. In the 
Cathcart microtome this is not the case, and each 
section must be dealt with separately; it is to be 
removed carefully from the knife blade with a camel's 
hair brush or a finely pointed pair of forceps and placed 
upon the surface of a bowl of water just hot enough to 
warm the paraffin without melting it. When this is 
done the sections will spread out and lose all the creases, 
and are then ready to be mounted on slides or cover- 
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It often happens that the sections roll up on the 
knife. In this case they must be placed on the surface 
of cold water and an attempt made to straighten them 
out by careful brushing with a camel's hair brush; when 
fairly flat they are to be lifted up on a slide or piece of 
paper (dipped into the water and insinuated below 
them) and transferred to the hot water as before. But 
the rolling of the sections may often be prevented by 
sharpening the knife, by re-imbedding the tissues in 
harder or in softer paraffin according to the weather, or 
by varying the angle which the knife edge makes with 
the glass runners of the microtome. These devices can 
only be learnt by experience. 

When the sections are flattened out on the surface of 
the hot water they are ready to be mounted upon slides 
or cover-glasses ; slides are by far the best for beginners. 
The slides (or cover -glasses) must be perfectly clean, 
and are best kept in methylated spirit until they are 
to be used, and the spirit not wiped off. Each slide is 
then inserted separately into the water in an oblique 
position and the section moved until it lies over the 
centre ; the slide is then raised out of the water and 
carries the section out with it. 

The excess of water is now to be removed by a piece 
of blotting or filter paper, and the slide placed in the 
warm incubator for a few hours. At the end of this 
time the sections will adhere by atmospheric pressure 
(Hke a boy's leather sucker to a stone) and will not 
come off in the subsequent processes. If an incubator 
is not at hand the slides may be placed near the fire 
(protected from dust) and kept at the body temperature 
or a little higher for a few hours; the exact temperature 
does not matter, and no harm will result if the parafSn 
melts. 
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In the older methods of fixing sections to the slides 
various forms of cements had to be used, and were a 
great disadvantage. They are quite unnecessary except 
for sections of the central nervous system ; if these are 
being dealt with the slide must be coated with a very 
thin layer of a solution of egg-albumen in water before 
the section is laid upon it. The process is then exactly 
the same as before. 



STAINING AND MOUNTING PARAFFIN 
SECTIONS. 

We will suppose that the sections have been cut, 
flattened out on hot water, and caused to adhere to 
slides, and shall describe in general terms the steps 
through which they must be taken before they are 
ready for examination. In the first place, it is obvious 
that the paraffin which permeates all parts of the section 
and surrounds it on all sides must be removed; and this 
is done by pouring xylol, benzine, or turpentine upon it. 
At least two supplies of the fluid should be used, and it 
should be allowed to act for at least two minutes, the 
slide being rocked all the time. We have now removed 
the paraffin, and the next step is to remove the xylol or 
other solvent ; this is done by means of absolute alcohol. 
At least two lots should be used, and it should be 
allowed to act for two minutes. The slide is then 
washed in water, and is ready for staining. When 
the section is wet with xylol it will be quite transparent ; 
this is because the refractive index of the xylol is almost 
the same as that of glass and the rays of light which 
come through the section are not bent. But when the 
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alcohol is added the section will suddenly become 
opaque, and for the opposite reason. 

If there is a milkiness on the section or slide when 
the water is poured on it is a sign that the xylol has not 
been completely removed ; xylol will not mix with 
water and forms an emulsion with it. If this should 
happen you must give the section another dose of abso- 
lute alcohol. 

It is an advantage to wipe the surface of the slide (of 
course avoiding the section) before going from one fluid 
to another. 

A cardinal rule in dealing with paraffin sections is 
never to let the section get dry from the moment the first 
dose of xylol is added until the final mounting in 
balsam. 

The methods of staining which are in use are legion, 
and it would be far beyond the scope of this book to 
describe even a few of those which are used in histo- 
logical work and to give indications for their use. It 
will be BuiBcient to describe (i) a method suitable for 
the diagnosis of tumours, &c., and for ordinary histo- 
logical purposes, (2) a method of staining to demon- 
strate bacteria which stain by Gram's method, (3) a 
method for bacteria which do not stain by Gram's 
method, and (4) the process for demonstrating tubercle 
baciUi in the tissues. 

(1). Staining sections for histological purposes: — 

1. Xylol, two lots (to remove paraffin). 

2. Absolute alcohol, two lots (to remove xylol). 

3. Water (to remove the alcohol), 

4. Stain with hasmatin (or hsematoxylin) for ten 
minutes or more according to the nature of the speci- 
men and the condition of the stain. The exact length 
of time can only be learnt by trial, but ten minutes will 
be about right. Rinse in distilled water. 
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5. Wash thoroughly in tap water, continuing the 
washing until the sections have a decidedly blue tinge. 
The hsematoxylin compounds are very much like litmus, 
being red in presence of acids and blue in presence of 
alkaUes ; the sections are to be coloured blue, and the 
necessary alkali is contained in the tap-water. It will 
hasten the process to rinse them in a very dilute solu- 
tion of ammonia. 

6. Stain in watery eosin for a minute or so. This is 
the coitnUrstain. The hsematin will stain all nuclei blue, 
but will scarcely tinge anything else; the eosin is added 
to stain other structures a pale pink and thus make 
them more visible. It stains almost instantaneously. 

7. Wash off the eosin under the tap. 

The sections are now stained. But they are opaque 
and not in a suitable condition to be examined under 
the microscope, and are to be rendered transparent by 
being mounted in balsam. Now this cannot be done in 
the same way as was used in the mounting of films, for 
the drying would cause the sections to shrivel and 
obscure their structure. The water is to be removed, 
it is true, but by the use of absolute alcohol ; at least 
two lots should be used, and the slide rocked from time 
to time. Then the alcohol (which will not mix with 
balsam) is to be removed by the use of xylol, balsam 
added, and the section covered with a cover-glass. 
The remaining steps are therefore : — 

8. Absolute alcohol, two lots (to dehydrate). 

9. Xylol, two lots (to render the section permeable to 
balsam). 

10. Balsam and a cover-glass. 

The last three steps are practically the same as the 
first three, but in the reversed order, and similar pheno- 
mena are seen. The section is opaque whilst wetted 
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vith the alcohol and becomes transparent when the 
xylol is added ; and this transparency is the proof that 
the steps have been carried out properly. If the section 
looks opaque when held against a perfectly dark back- 
ground an additional dose of alcohol must be used, and 
the xylol applied again. 

Hematoxylin may be used in exactly the same way 
as hseniatin in the above process; it stains more quickly, 
but does not give quite such beautiful results. 

(2). Gram's method as applied to sections; suitable 
for sections of diphtheritic membrane, organs containing 
anthrax bacilli, streptococci, staphylococci, &c. 

1. Xylol, two lots. 

2. Absolute alcohol, two lots. 

3. Water, These steps are always the same with 
paraffin sections, no matter what stains are to be used 
subsequently. 

4. Aniline gentian violet — five minutes. 

5. Gram's iodine solution — three minutes or more. 

6. Absolute alcohol or methylated spirit — until no more 
colour comes out. This step is best carried out as fol- 
lows : — Hold the slide by one end, keeping the fingers 
clean by using a duster or pair of dissecting forceps, 
and pour a little spirit on the section ; rock it gently 
from side to side and notice the clouds of colour which 
it takes up. After a little time pour o£f the spirit and 
add a fresh lot ; repeat the rocking, and pour off again. 
Do this until the spirit comes away quite clean and 
does not take up any colour from the section. This 
may take a long or a short time, and no definite rules 
can be laid down. 

In some cases decolorisation can be carried out best 
by the use of clove oil. This is applied when the spirit 
is wet with absolute alcohol (for it will not mix with 
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water) and must be entirely removed with the same 
fluid before the section is mounted, or it will cause it to 
fade. Clove oil is a very powerful decolorising agent, 
and requires careful use, or the colour may be removed 
from the bacteria. 

7- Eosiu — half a minute or more. This is a counter- 
stain, and is used to demonstrate the structural elements, 
which are not coloured by the gentian violet. It may 
be omitted in some cases. 

8. Absolute alcohol— two lots. To remove the water. 

g. Xylol — two lots, or until the section becomes trans- 
parent. 

lo. Balsam and a cover-glass. 

This method of staining is very easy of application, 
and the results are exceedingly beautiful ; bacteria 
which take the stain are coloured blue or violet, and 
actively -dividing nuclei and keratin are stained in the 
same way, while all other structures are stained 
pink. 

(3). Method for bacteria which do not stain by 
Gram's method ; suitable for sections of typhoid ulcers, 
lymphatic glands containing plague bacilli, &c. 

The problem before us in this case is not at all easy 
of solution. In the first place, the stains which colour 
the bacteria also colour the tissues, especially the cell- 
nuclei ; the bacteria are easy to stain, but it is difficult 
to stain a section in which there is good differentiation. 
In the second place, the stains which are used for 
bacteria are all soluble in alcohol ; but alcohol is used 
to dehydrate the sections. The following method will 
be found to serve fairly well in most cases, though it 
requires a certain amount of practice for its successful 
accomplish ment, 

I, 2, and 3. Xylol, alcohol, and water, as before. 
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4. Stain in carbol-thionin for ten minutes or quarter 
of an hour. 

5. Wash in running water for ten minutes or longer. 
This removes the stain from the tissues before decolor- 
ising the bacteria, and a fairly differentiated specimen 
may be obtained if the processes of staining and wash- 
ing are carried out for suitable lengths of time. 

Unna's polychrome methylene blue may be used in a 
similar manner, and gives even better results. The 
staining should be continued for about ten minutes and 
decolorisation effected by very short immersion in dilute 
acetic acid (about J per cent.) followed by a good wash- 
ing in pure water. 

6. Remove as much water from the section as you 
can without actually drying it by the cautious use of 
clean blotting paper. Then apply anilin oil until the 
section becomes perfectly translucent, Anilin oil mixes 
with water on the one hand and xylol on the other and 
can be used for dehydration just as alcohol was; the 
process is slower and several lots of the oil must be used. 

7. Wash off all the anilin oil by successive applications 
of xylol. The permanence of the preparation will depend 
on the thoroughness with which this step is carried out. 

8. Balsam and cover -glass. 

{4). Staining sections to demonstrate the tubercle 
bacillus. Applicable to the leprosy bacillus also. 
I, 2, and 3. Xylol, alcohol, and water, as before. 

4. Carbol-fuchsin heated until the steam rises for five 
minutes or longer, care being taken that the section 
does not dry up. Or the slide may be immersed in the 
stain and kept in a warm place for twenty-four hours. 

5, Dilute sulphuric acid until only a faint pink tinge 
appears after washing. This will generally require an 
immersion of ten minutes or more. 
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6. Methylene bhie for three or four minutes. Some 
of the stain comes out in the alcohol, so that the section 
must be stained more deeply than will be required 
ultimately. 

8. Rinse off the blue stain in water, and then remove 
the greater part of the latter with blotting-paper ; this 
is to render the dehydration more rapid. 

g. Absolute alcohol — two lots in rapid succession. 

10. Xylol. 

11. Balsam and cover-glass. 
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APPENDIX. 
I. 

The following tables may be useful if stains, &c., 
have to be prepared when the metric weights and mea- 
sures are not at hand. The equivalents given are not 
absolutely accurate, but ate sufficiently near for most 
purposes. 

J Litre . . 35^ fluid ounces. 

100 C.C. . . 3^ fluid ounces. 

I Gramme . I5'43 grains. 

1 Fluid ounce . 28*4 c.c. 

I Fluid drachm 3-5 c.c. 

I Grain , , -064 gramme. 
To convert grammes per litre into grains per ounce 
multiply by the factor ^. Thus 10 grammes pet litre 
= 10 X ^ = 4-4 grains per ounce. 

To convert cubic centimetres per litre into minims 
per ounce multiply by the factor Jf. Thus 25 c.c. per 
litre = 25 X ^ = 12 minims per ounce. (A close 
approximation is given by multiplying by i. 

To convert degrees Centigrade into degrees Fahren- 
heit multiply by the factor | and add 32. 

II. 

Neisser's Method op Staining the Diphtheria 

Bacillus. 
The following method has been placed in the Appen- 
dix as there is some doubt as to its value. It is a 
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method by which the so-called polar bodies are stained 
with methylene blue, while the rest of the organism is 
coloured a faint yellowish -brown with Bismarck brown. 
Cultures should be made on blood-serum and should 
not be less than nine nor more than twenty-four hours 
old. Films are spread in the ordinary way and stained 
for half a minute in 

Methylene blue . . i gramme. 

Alcohol (96 f) • .20 c.c. 

Glacial acetic acid . 50 c.c. 

Water . . . 950 c.c. 

They are then washed and treated for half a minute 
with 

Bismarck brown . . 5 grammes. 
Water . . . 1000 c.c. 

The polar bodies are small spheres which are con- 
tained in the bacilli, there being usually two in each 
bacillus, one at each end. In a film specimen of the 
true diphtheria bacillus stained in this way they appear 
as very minute dark blue or black dots, which may 
easily be mistaken for cocci ; the bodies of the bacilli 
are often almost invisible. According to some authori- 
ties the presence of these granules in young cultures 
of bacilli which present the morphological characters 
of the diphtheria bacillus, is proof of their virulence, 
whilst their absence proves the cultures to be of the 
non-virulent " pseudo- diphtheria " bacillus. The method 
can also be applied to films made directly from the 
swabs, and recent researches seem to prove that the 
results thus obtained are of considerable diagnostic 
value. 

If this method be adopted the films must be very 
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carefully searched, as it often happens that character- 
istically stained bacilli may be seen in one part of the 
field, while they are entirely absent elsewhere. This 
is especially true of films made direct from the swabs. 

The author is inclined to attach very considerable 
importance to a positive result obtained with this method 
of staining, but would not consider a negative result 
as indicating the absence of the diphtheria bacillus. 
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RICHTER. Inoriaaic Cbemlltry. jih Americui from loih G«- 

man Edition. Aulhoriiad traiulatiaa by EpoAa F. SwTH, H.I.. 

n.D. 9a IlluitntloDi ind ■ Coloied Plate. Ii.n 

RICHTBft. Orsaaic Cliemlitry. jd Amerlcui EdlUoo. Tiua. 

from the Bth Geman by EosAa F. SiinrB. lUuitrUed. ■ Volumta. 

Vol. II. CarboCTClIc Serlel. 671 Pages. Ijioo 

ROCKWOOD. Cbcmical AnalyAa for Stndenta of Madlclae, 

Deatlatry, and Phartnacy. lUutimted, Jiul Riady. ■i.co 

SMITH. ElastTO-Cbemlcal Analyala. aa Jcd. itlllui. Si.ij 
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SITBJSCT CATAljOaVB. 
■ItlTH AMD KBLLSR, Bzp«lm. 

— ■ . tUtKmtio. II 



tkc Qnaiilll 
AppOsdlal 



■lamMHc AnalnU. A Sp— i»dc Handl 

in EuiaudoB ol ClianUal SubtDUKO In bL„. 

I IS Liquid!, SoHih, and Gnu*, ttb Edldom, RtTind. 



ed by Hirdin. 

„.™«.„ fLJO 

THRBflH. WaUtud Water Bnppliti. jd Edition. tnjx, 

ULZSR AND FRAENXXI^ Chamiul Tcdinlcal Aulyala. 



*(* SfieutI Calaltgmi ff B—ti m Oumdttrj frttt^mMfftkatitm. 

CHILDREN. 

CAUTLBY. Facdlu of IntaDta and Ydddb ChUdreo br Nat- 
nral and AnlAclal if etiioda. f>.«. 

HALE. ODttuMasasamantof ChUdrea. .y, 

BATFIBLD. Comsead or DUtaaei of CtaUdrcB. Wiih a 
ColoKd Plate, ad Ediiion. .So; Inuileind, fij» 

IRBLAHD. The Hental Affectlona of Children. >d Ed. h™ 
UBIQS. latut PecdincBBd Milk Analrala. Tlie KumluUoB 



«'( Mi 



ilk, Cieam, CondoHd Hilk, 



STARR. TfaaDlBeBtlveOrgaaalBChlldhoBd. TheDUaHiol 
die Dilutive Uivuu in Inbncy and Childhood. 3d Ediiion, Rtwnl- 
ten and Ealaigeir lliultnled. Jmt Rtady. fj.co 

STARR. Hj^icBCof th< Nuraary. Induding th* Gencnl R^- 

ment ol the Ordinary ElmtrKcncia ol Euly Life, MawatV, etc. 6lh 
Edition. I] inuitraliom, fi.oo 

I of Cblldien. 61I1 Edition. fi.oo 

id Enlarged. llluBtnttcd. 8vo. Jint Jttatij. I4.J0 

DIAGNOSIS. 

BROWN. Hadlcal Dlarnoala. A Maniut oC ainlc*] Uethodi. 
4th Edition. Ill lllintretiou. Ooth.ti.as 

DA COSTA. CIlDlcal EKamiDatlon of the Blood. Ilhuirated. 
Jn Pttu. 
Im ftta. 
>dBd. *4l]h». »<.eo 
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MEDICAL BOOKS. T 

PSRSHINO. Dingoogii of Nervous and Mental Diieaiea. 
IUus.«i=d. Ju,IR,a,l,. fn 

BTBBLL. Physical SlfDB of Pulmonary DiseaM. |i.il 

TYSON. Hnad-BoakofPhyalcalDlaEnoalB. For Stndeots and 
Phniciani. By Ihi Pratasa, of Clinical TdediciiK in Ihe Uoivenin 
of Peniuylinnla. lllus. iLh £d.. Imptoved and Enianied. Wilh 
Two Cok««l ^d 55 oAet lllnslrati™.. Ju:,! R,«d^. ».,so 

DENTISTRY. 

^tciat Caiaisgtu tt Dinlal Btaki iHt/rtt nfim atplicatiati. 

irnpnl PrBrtltioBCTH aUd 
.n of T«Ib. 
etc. 3a f.<iitioD. juustraico. |i-do 

BROOHELI.. ADalomy and HlstoloEy of the Human Moulb 
■nd Teeth. iB, Handsome lUnslntions, (4.50 

FILLBBROWN. A Text-Book of Operative Dentlalry. 
Written by invitation of the National A(»ciVtion of Denial Facnl- 

OORQAS. Dental Medicine. A Manual of Materia Medieauid 
Therapeutic!. 7ih Edition. Jusl Riadj. C1oth,f4.Da: Sheep, fs.no 

GORQAS. QuenlioDS and AnHwera for the Dental Student. 
Octavo. JiiitRfxdy. 16.00 

MAKRIS. PrlDclplea and Practice ef DeotlMry. Including 
AnatoBiy, PhyiLofoiy, Patholiwy, Therapeulici, UeoCal Surgeir, 
arid Mechaniim. tjih Edition. Revised by F. J. S. GoHcas, h.d., 
D.D.S. 115° lUuinationi. Cloih, (£.00; Leathec, fj.oo 

HARRIS. Diellonary of Dentistry. Including DeGnitlooa of Such 
Wotdi and Phrases Jthe Coliatetal Sciences ai PeiaJD to the An and 
Practice of DentiiDy. 6th Edition. Revised and Enlarged by Knn- 
DIHHIi F. S. GOKGAS, H.D., D.D.S. Cloth, %t,.aa ; Lealber, f&oo 

HBATH. iDjorles and Diseases of the Jawa. 4th Edition ig; 

V.WAHRm., "soiIilS^ 

...>»M.. Cloih.fj.oo; Leather, I6.00 

SMITH. DsDtal Hetallargy. lUustrated, ft. 75 

TAFT. iDdei of Dental Periodical L,lter*lure. Um 

TOMES. Dental Anatomy. Human and Comparuive. 963 Illus- 
tration., sth Edition, (4.00 
TOMES. Dental Surgery. 4ih Edition. iS^ lUustrationi. f4.ee 
WARREN. Compend of Dental Pathology and Dental Hedl- 
doe. With a Chapier on Emergencla. jdVdition. Illustrated, 

WARREN. Dental Prostbeals and Metallurgy. 199 lUt. |i.>6 
WHITE. The Mouth and Teeth. Illnslrated. .,0 
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> SUBJKCT CATAUKHIS. 

DICTIONARIES AND CYCLOPEDIAS 

aOUU>. TtM niastnt«d Dlctjonaiy et Hedletna, BiotaiT 

aod AIU*d SdiBcu, Batag u Kibumin LulcaB td Mcdicoi 

■Dd ihoH Scliacci CoOitinl to it: BUdon (Zoolocr ind Bounf), 

ClmniroT. DoitiurT, Pimcolny, Mkraaiotj, nc, vith iuiit 

«><bl Tabia ud nuawnm £» [UiBtnuioa. i6}] Men. slh Ed, 

Sbwp or OmU DHk Gm Lcaih«i, faoM; Thunb Iiidu, fii.aB 

Hiilf Rouim ThuKb Isdu. Iwos 

OOULD. Th< mdlul Stadul'i DictlouTj. nth BdltloB. 

Illuitnted. Indudins ill du Woidi and Phtaiei Gcnomllr Uiad 

nHedidnc, vith their Pnpei PmwuKUtion uid DafinitioB, Bued 

OB Rcccnl Medkid Uuiaam. With TaUcoCBpoBTmicTcniKiuid 

T„.. ..J T..,i_ .r .k. n..:n: u: ^_ Mmwai Sprinfl, etc., 

1cni«a.«(c. tithSdt. 

QOliLSrTha PockM FTanaanciBf'ilkdi'cai I- , 

" — . (3p,dflDMcdkalWordt PiDiuHiKadaiidDefiDBd.) Cpnrainiitf 
la Word^ th^ DeflBlUoa and PnHiuBCiUioii, tbu ihe MedlcaT, 
Ml, or Pharmaociulcal Studau Gao«al)F CoBca is Contact 
i; alaonaberUcTable>afEpiniyBicTem.AR«ia,MBc]a>, 



tepuet. ' Ilair(>ccnMoroCco,^.<Di Thiunb ]D(f»,(la^ 

ULd. Tha Pocket PranaandiifHadlGBll^ilEoa. 4tb Bdl- 



pa^aa. FullLbsp Lother.Gill Edgai.fiAi; Thumb Indu, fi.aj 
iy>,aoo Coplca of QoDld'i DJctlonaiiu Have BcaoBold. 
QOULD AHDPYLE. Crclopediaor PracHcal Medldnsand 
SurEcTv. Bevcnty-two Special Coatrlbulori. Illuitnted. 
Ona VolBina. A Codcih Reference Mandbiwk, Alpbibeiicail* 
Amnied. of Medicine, Suigery. Obilelrlcs, Mileiii Media, 
Therapeutic I, ind IheVarloui SpccialHei.iirith Pitliculai Reference 

Tiiion oMiuici'm. G^u'ld, uS., Author oi'-Ab llluitl^liS 
DlctkHury of Medicine" Editor " PhiladelphU Medial joiuoal," 
etc; and Witraa I_ Piri.a. ii.b., Auiitimt SurgeDn Wilk Eya 



; and WiLTaa L. Piri.i. ii.b., Auutaat Suiseon 
ipital ; fbrineTly EditoF ■' InlenuitiDna] Medical Sltfi 

,-Two Special Conlribiuort. With many flliut 
„ . . _.... "Illuar— 



I^rge Square Svo, to corieipoad with Gould'i " niuitratsd Dic- 
tionary." JiulSradf. KuU Sheep or Half Darfc-GiwnLeather.iio.oo 
Wilb Thiimb Ind«, to.oo; Hall Rusili, Thumb Iadu.fin.oo net. 

OOULD AND PYLE. Pochet Cyclopedia of Medldne aod 
Surgery. B»edupaa above book and unilo<miDti» with -'Gould's 
Pocket biclioniiT." 

Full Limp Leather. GlIi Edges, li.Do, with Thumb Index, fi.aj 

HARRIS. Dictionary or DeatlatiT. Including Definlnom « tiucli 
Word! and Phrases 3( the Collateral Sciences u Pertain to the Art 
and Piactli-e nf Deaiistrr. filh Edition. Reriaed and Enlaiied bj 
>: Leather. fS on 

i,iotii .7s i 1 ncas and Pocket, fi.oo 
ilaolosia UedlcB Polyflotta. By Dr. 
, Aasiited by Others. |j.eiD 



m Is uiually given in Kvcn lu^uagei.^a. \ 

SS AND LaNQ. aermaB-Enf Hail Medical Dlctloi 



n lu^uagei, v 
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MKDICAL BOC«». t 

BAR (aee alio TbroMt and Note). 

BURNBTT. HMuiDC and How to K«p IL IDnnnwd. .40 



HOVBLU EHUBiMOfth* Buud Nua-Phir7ni. luclud. 
aag Analony jtnd nytLolocy of tbs Ornn, t<^eth« vith the Trcm^ 
mm of the AActioni of & Nece utd Put^i which Cowluc* 10 
AunJ 0iHuc. iig lUnitiatiou. id Edllion. JiuiRtadf. |j.jb 



KLBCTRICITY. 

BiaSLOW. Plain Talk! on HodJcal BlKtridtr ud Bat- 
tirlu. Wllh I Thenpullc Index ud ■ QAottsrj. 43 IQiuDa- 
tliHU. (dEdltlan. fiA 



J0NK8. Hadlcal Elactricltr. 3d Edidon. 117 lUiu. (aw 

BYE. 



FICK. DlMaiu of the Bye asd OphthalmaKaiir. Trua- 
Uted br A. B. Hua, v. d. 1J7 llhuDatlsiit, many of vhlch tn In 
colon, and ■ gkuary, CLoih, ^4.50 ; Sheep^ f S-y 

GOULD AND PVLS. Compeod of DlMaaaa of tbs Bye and 

Refraction. Including Tnatinenl and OperaliDiii, and • Sccliao 

on Local ThenpeuDci. With ronnulm, uWiil TaUei, a Glouuy, 

ud III niiu., lenral of which lie In colon, id Ediiian, Rerligd. 

Cloth, .Ba; iBteilemd, fido 

QRBBPF. The Hicroacoplc Eiamlnatlon of the Eye. (i.tg 

HARIJkN. Byeii|ht,udHowtoCar«fOrlt. lUu. .40 

BARTRIDOB. RafraetloD. 104 niiiitnlloM »d Teit Typa. 
iitfa KdltloB, KolarEed !iul RtaJf. %'.» 

HARTRIDOE. On tbo Ophthalmoacopa. 4ibKdliioB. mth 
4C«laied PlUsanddS Wood-cnli. ftat Rtadf. |i.ja 

HANBBLL AND RBBBR. Hnicalar AoomallH of tht Eya. 
UluKrawd. %i.yt 

HAN8BLL AND BBU.. Clinical OphttaaltnoIoiT. Colond 
Ptua 0/ Nonul Fundnt and i>d IIluitiadDni. fi.jo 

1BNKIN08. Manual ot OpbthalmoiGopy. Shu. InPrt,,. 
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10 SUBJECT CATAIXmm. 

MOBTOH. Ramcdon ot tba Sf. Ib Dbgoodi uul dw Cor- 
nctin of IB Kmn. 6di BdiaoB. ^ds 

OHLEMANN. Ocular Ttacrapcntic*. AiithoriiM Tnuulatlon, 
ud Ediud b; Dk. CuAiLB A. Ouvn. fi.7] 

PARBONa. BlimentUTOptathiilmic Optlci. With Diagru. 
mmtic ILluscraiiDiu. Jiut JtidJ^. fa.ou 

PHILLIPS. BpecUclM ayd BvaBluiu. Tbeir FmoipiiiHi 
ud AdJuiDneBI. id EdiUou. 49 inuumtiaui. (t.ds 

BWANZY. DixaHtof th« Eys BDil Tbcir Tnatmcnt. ph 

Edidon, RertKd and EnkTgcd. 164 llluimtlain, i Plaip Plate. 

ud ■ ZephTT T«t Cird. fi.jo 

THOKINQTON. RatiDmcopy. tlh Edidon. CuifuUy Reviied. 

THORINOTON. Refraction and How to Rabact. looIUuitra- 



WRIQHT. Ophthalmolocy. id EdiiioD, Revludaiid Enluied. 

117 IDiBiiackiiii and a Gkuary. fofo 



OOUT AND RHBUHATISH. 



BAIQ. Canaattoo of DIaaaaa by Uric Acid. A Cootributiaii to 
the Pathology of High Aitetiai Tension. Headache. Epilepsy. Goot, 
Rhcumaliam, DialMa. etc, 5th Edition. tirOO 

H£ART, 

THORNS, Tba Scbott Meihoda ortbaTrutmeDt otCbronlc 



HISTOLOGY. 

CUBHINQ. Compend of HistoloKy. By H. H. CuSHiHa,H.D.. 

Demonslistor of Histology; J efferaon faedicil Colltge, Philadelphiii. 

Illuatralid. NtarlyRtaaj. '- ■ • ' ' '- — 

BTIRLINO. OatliDCaofPncIlcalHIi 

id Edition, R«vued and Enlitxed. With 
STiJHR. Hiitoloiy and Mlcroicoplca] Anatomy. Edited by 

A. ^cHATBH, M.D-, Univcnil^ of BrcsTan. fbimcdy T>emoiutnitor of 
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MCDICAL BOOKS. II 

HYGIENE AND WATER ANALYSIS. 

Sfteial Ctalifiu 0/ Br«kt m Hftu<u iiiH/rii ufiim iifflicaium. 

CANFISLD. Hyilaoe ef tha BIck-Room. A Bonk lor Nunn 

ud Olhsn. BciiuaBHerCQiiilderalionorAwptii, Aollicpiii, Dli. 

ioIectioDj BactcriDlocy, Tmmunily, ElHtini;, VentilatiDD, etc. |l.9S 

CONN. AariculturMl HmctErlology. lUui. Jusl Ktadf. (1,50 

COPI'IN. Prsctleml Hyglinc. ACompleta American Tcit-Boak. 

13S ilhutnliDiii. New EdilioD. Fri/vrimf. 

HARTSHORNE. Our Homei. lUualnUd. .40 

KENWOOD. Pablic Health Labontory Work. ii« lUuim- 

LBFFMANN. Select Methods in food AnalvBii. ji Illustn- 

lion. Md 4 Plans, /uit S,aJ^. »i.;o 

LEPFUANM. ExaminatioB of Water for Saaltarr and 

Technical ParpOKi. fu Edition, llluatnled. |i.ti 

LSFFMANN. Aualyili of Uilk and Ullk ProdDeti. lllu*- 

Daled. Sccaad Edition ft.ij 

LINCOLN. School and lodaatHal Hygiena. .40 

McFARLAND. ProphylailaandPeraonalHyEleDe. Im Prrix. 
HOTTER. Tha Theory and Practice of Hygiena. is Platu 

and ijSolherltliutniioni. 8vo. ad Edition. (7,011 

PARKE8. Hyilane and public Health, By Louli C. Puka. 

H.D. 6Ih Edition. Enlaigcd. llluttrued. Jml Biady. 13.00 

PARKES. Popular Hy lie DC. The Eiemana of Heallh, A Book 

STARR. The Hyiiene of the Nuraary. Includiof tbeGenEral 

Utumgement nf Ihe Ordinary Emergencies of Early I^fc. MHUMEe, 
etc. 6th Edition. ■; Illuitiaiioni. (..oe 

STEVENSON AND MURPHY. A Treatiae oa Hygiena. By 
Variam Aulhon. In Thicc UcUve Valumci. Illustrated, 

Voi.i,»6.oo; voi,n,j6«; Vd1.iii,|5j» 

THRESH. Water and Water Suppliea. jd Edition. fi.os 

WILSON. Haad-Book of Hygiene and Sanitary Scienca. 
With lUiutrncKwi. 8Ih Editioo. (3.00 

WEYL. Sanitary Relation! of the Coal-Tai Colore. Author- 
ized TnuUlion by Hanm LsrfiiAiiN, H.n., rH.D. |i.aj 

LUNGS AND PLEURA. 

KNOPF. Pulmonary Tubercalodl. Its Modem Prophytuii 
and Trealment in Special Iniiiiuliaoi and a( Home. Illui. |j.oo 
STEELL. Physical Slgni of Pulmonary Diaeaae. lUui. fi.i; 
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12 SUBJECT CATAIXIODK. 

UASSAGE— PHYSICAL EXERCISE. 

OSTKOH. Mbmub and tin Orlflul Bwsdisli lion- 
mcBU. TkciT AppTicition In Vu-ioni Diiauci sf the Badr- A 

Muiul for Studcnu, Muna, ind Phyiknu. Founh Edilion, En- 
lail«l. IDS lUiHtratioiH.inuiy of whichanoriciuL f-°' 

HITCHSLL AND QULICK. Hccbuothcrapy. lUus. M Prat. 
TRSVEa. Phyilcal Edaeatlon. Heihads, nc .n 

WARD. Note* oa Hauxc. InterlEmvid. Pip« coni.f i.ss 



MATERIA UEDICA AND THERA- 
PEUTICS. 

BIDDLB. Materia McdlcammlTbtiiipenUc*. IndDiUiit Dou 
Llil, DMmrrlbr [kc S<ck. TMx cA PuuHei, uul Hcnamida ol 
Mew Remtdio. ijlh Ediuon, Rcrucd. «« lUDtmloni ud ■ 
CUniod lndu. CloUi, f«.ciD ; Stuep.fS-oo 

BRACKEN. OutUnu of Uilcrla Hsdln ud Phumacolocy. |8.n 

I. Indiidii 
!«, Solub 



COBLENTZ. Tbe Newer RcBEdlea. iBcliidipe tbeir Sinonrnu 



I, Menial 



M nefapeullcft, Eltctrothmpy. Climaloloffy, nyoiDincEvpy. i-pni- 

Diiuatlieiapy, PropKyliuii, DIculici, elc. ii Valiiines. Ocuto. 

tUuttialcd. (^(bJicr^iBi.} Cleth, fi7.ja : }4 noi. , fjB.ja 

Sftciai DtKrif ton Circular will iinnlff<maffiiattwn. 

DAVIS. Uatarla Hadlea and PniEiliitlon Wrlticf. fi.yi 



OOROAB. D) 


sntal McdlclDC. A Hi 

Tth Kdia™, ReTi«d. 


una] 


tlU..tm 


lUlledlci • 


OROPP. M.leria Medic for NuTW, 
iaatiDa uid i complele Gloouy. 


■llh 


quetdooi 


foiSelTEi. 


HELLER. Baaaotiala of HatiTia 

PriHriptloB WritlDg. 


1 Medlca, Phansacr. a 


MAYS. Theli 


ulathaTrsatmeBtc 


ifNi 


canlda. 


« bound. 


POTTER. Hi 


iDd-Book or Matarii 


1 Medlca, PI 


laroaey, a 



ThenpeutlcH, indndliiK the Acdod of Medklnee, Specitd TbenpeD- 
tici, Phdrmacoloer, «Cr, inchidine over 6oo Prescripdoiu uid For- 
mulB. Stb Edition. ReTiMdudEidut^d. With Tbuinblndei in 
BicbcopT' JtulRiadf. Clatb.fs-oo; Sbeep,f«.ce 

FOTTKR. Compend or Materia Medlca, Tberapeutlei, and 
PreacrlptloB WrltlnE, with Specinl RefeieDce to the Fbyiioliicl- 
cal Aclion o( Dnifi. jth Edition. .«a; lnnr]eaved,(iA> 

MURRAY. RouEbNotiBOB Ramcdica. 4th Edition. fi.>s 
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MEDICAL BOOK8. W 

SATRB. OrBMUc M Maria Madlca and PfaaiMUCUKDOar. An 
Introdaakm to die Stodr of dw Vmubfe Etacdoaiind tbc Tcfa- 
(■tie «mI Juimtl Dnp. CoBpriitaf dw Booakal wd Fhyrical 
Ckuacuitotia, Sourc, Contitoaa, wid PhHuaeopdal Pnoua- 
dsa, InMCB Ia}nilou to Drop, ud PhuBuil BoOidt. WHk 
MciioBi oa Uluolanr and If icroUchDiaue, br W. C Sraraii*. 

•"^ "^ Clolh.»f»o 

TAVEKA. HedldDalPlBDta ofthi Pblllppinei. /ml Kmfy. 

IcKt PhariD ac7 , Pliar- 

Hedbzlnti iDd TfaCTapcntia » Ibe New Yo A Pcal-GndiuN Msdieal 
School. JtatRirdf. Cknh.lj.oo! Laalhu, f j^jo 

" The are wilh which Dr, Wikni hat pafoimcd hii work <i cod- 

mE'an^in°e''iirfauw:apA''hi><4e.' We belient ^^^ •Ib^Tthbli 
IhE belt book cm Hateria Uedlci uul Thcnpnidci to place ia the 



HBDICAL JURISPRUDENCE AND 
TOXICOLOGY. 

RBBSE. UedleallDrtapmdBDCcandTBZleslosr- ATazt-Book 

for lledLcil and Legal Fracllticnleia mad Stndeatl. Jtb Edidn, 
Ravlaad by Hami Larnuin, h.d. Clo.,^.r»; I.aUw,f].]a 
" To Ihe iludent of medical JuTupiudence and toricolocy It ft iiw 

valuable, ai jl li concbo, dear, aod tbaroDaii En erenr la a ptct." — TJU 

AiHeritamJtmmai if tit Miiicml ScUmcii. 

MANN, Ponnaie Hedleiaa and Toaleolocr. mm. fCjo 



MICROSCOPY. 

CAItPBHTSK. Tb( HtcrMCOp* and lU RavalatloDi. W 
Bdllloa, Reviled aad Enlarged. I17 lUuHiatloiu and aa PUtai 
/mi RtaOf. Cloth, |8.«> ; Half Uoiwco, feAi 

LBB. The Hlerotomlat' a Vada Hacnm. A Haad-Book a 
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SmjBCT CATALOGDB. 

MISCELLANEOUS. 



BUKNSTT. Food! and DIM 

•dci. idEditioB. 
BUXTON. Anothetlc*. lUnunud. jd KdiUon. 
COHBN. Ornnotherapy. 
DAVIS. Dlctothcrapy. Food in Haaltb aod Diia 

tcriflitit.) /uitRnuit. 
QOULd. Bordarland Stadiea 

OKB^'E"lIedical Euminati 

tralMl. _, 

HAIQ. CmaaatlOD of DlaeaM by Uric Acid. The PaIhal«T of 

High Arleriai Tenllon, Headachr "~" "^ •>'- ' — 

Dlabela. Bright'i DUeaie, etc • 



High Arterial Tenllon, Headache, EpUep^, Gout, 

'"-' "^iht'i DUeaH, elc. jlhtdiiion. ig.. 

and Food. Couidend in Relation to Strenglb ai 



mach. Their Special Paih- 

land Enlaiged. lUutnied. 
Cloth. f&oo; Sbeep,l7.fia 



HENRY. A Fnellcal Treatlae on Asamla. Hall UcMh, .50 
LEFFUANN. Food Analyila. Illustrated. Jmt RiaJf. p.ja 
NEW aVDSNHAIl SOCIETY'S PUBLICATIONS. Circvlan 
upon apphcatiOB. Po Annnin, fS.cw 

OSGOOD. The wriater and Ita DanEen- .40 

OSLER AND HcCRAB. Cancer of the StoiDBch. |i.ao 

PACKARD. SeaAiraDdSeaBathiDg. .40 

RICHARDSON. Long Life and How to Reach It. .40 

ST. CLAIR. Medical l^tm. fioo 

TISSIER. Paeumatolbarapy. /■ Prta. 

TURNBULL. ArtlHcial Aoeathoala. 4th Edition. Illiu. fa.jo 
WEBKR AND HINSDALE. CUmatolagy. iVoU, lUustnled 



NERVOUS DISEASES. 





:a. InPr^ 


"sS.--- ""■"■■"""■"»■&' 


°Sh^,^ 
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NURSING (see also Ma&sage). 
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- not. The IIM017 ud Fncllca of Otxwtiki, includUv th* Dl«> 
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BLACK. MIcro-OrKBDiimB. The FomuiiloDcif PoiioH. .n 
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Practico of the Most Eminent Phyiioau and fSnrgnnni Bngilih. 
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IntoBV, with Sptdil RefcnDB to 
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TTSOM. Call Doetiiae. ta Hiitorr ud Pmenl Sol*. (i-5a 
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FOWLER. 
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Feviiedand Enlaned. 

Pait I. Contiaued, Eruptin, and Periodical Fewi, Diacaiciof A« 



Price rt each part. ,Bd^ lalerieand, fi.aa 
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,„A VcMriBuy FonniiiniT, Ree... . _ __ 
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SURGERY AND SURGICAL DIS- 
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HORWITZ, Compcud of SnrKarr aod BudaKlDf , IndnJIng 

Hi — a_-__ • — ri — r™etBi«, DWocatlo». Snijical Dl«- 
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TEMPERATURE CHARTS, ETC. 
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COHSN. The Throat and Vole*. lUmtnted. jf> 
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BOLLOPETER. Har Fever, lu Succoiful Treitmeni. (i.ee 
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HACKSNZIB. Fharmaeopoia of tha Londoa Hoipltal for 



_Cotered Illutl_„-^._. 
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McBRIDB. DlaaaaoB ofthe Throat, NoM.aad Bar. Whhcot 
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HBMMINaSR. Dlacniuji by the UHaa. id Ed. mtHla. (i.oo 
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VETERINARY. 
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SUBJECT CATAIXMUX. 

COMPENDS. 



BLAKISTON'S PQUE-COMPENLS? 

n« Belt BerUi of KtuiBkli for t^ Vm of Btcdaatf. 



vued, lo that tticT may thonmpilT n 
tDb)>cl> open whldi aaj umt. 

9^ Th« uidiofi hiiT* b»d Luife expedeucB ai QuU-Muten uid 
■tfadkeaof cDllqa,uidu«Kll AcqoBiatad vldi tbewantifrfBtiidciitL 

4^ Tb«7 u« HTfuifvd In the moit ■ppror cd ftrm, thorouffa mid 
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Phnldu^lhCbicf, Philiiddpbui HmpLlal. Ute Dcmoiunmliw cl 
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